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Hell thank you 
for the hint 


OUR piping contractor will thank you 
for this hint—Grinnell Pipe Hangers. 


Their use will cut his labor costs just as 
they have always cut ours. And we’ve used 


a dozen million of them. For yourself, 
you'll get a piping equipment that can 
always be kept in perfect alignment 
through the simple adjustable features of 
these hangers. 


























These hangers grew out of the practical 
suggestions of experienced Grinnell con- 
struction foremen. That’s why they solve 


actual field problems of hanging pipe and 
radiators anywhere. Since they can be 


bought on the open market, why be con- 
tent with anything less than the best? 





Write for the free 120-page Grinnell Hanger Catalog. Its 
illustrations and text will tell you all about the handtest 
and most complete line of hangers on the market. Address 
Grinnell Co., Inc., 305 W. Exchange St., Providence, R. I. 


, GRINNELL 


Fittings, Hangers, Valves, Pipe Bending. 









































Welding, Piping Supplies, Etc. 
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835.000Prospecis 


More than 1,666,000 automobiles were built 
and sold in the United States during 1925. 


At least half of this number will be kept in 
private garages. 





So there are now at least 833,000 new pros- 
pects for VQGEL Frost Proof Hydrants. Get 
after this business, Mr. Plumber. See your 
jobber about it. He will help you get started. 
He will supply you with the outfits just as 
fast as you can use them. 


But don’t delay too long, Mr. Plumber, be- 
cause the popularity of the VQGEL Frost 
Proof Hydrant is reaching every corner of 
the land. 


See your jobber today, then get started on 
all six, and you'll reap a harvest of twelve 


cylinder profits. 


Our 
( ataloo 
in ‘ 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 





L. ABUT RAM 
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WATER HEATER 


You can handle, specify and install EverHot Heaters 
with complete confidence in the heater and the 
company behind it. No EverHot Heater has ever 
been sold except through the plumbing trade. What 
these representative plumbers say about EverHot 
is typical of plumber experience the country over. 


EverHot Heater Company 


5211 Wesson Avenue — Detroit 
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He is your business partner 


He considers first and foremost your interests. 
He is truthful and honest in his dealings with you. 
He is not provincial, but his experience is nation-wide in scope. 


He is not opinionated, but brings to you unbiased facts, news, 

and reports. 

He has a finger on the pulse of your trade’s activities. He pro- 

mulgates helpful information. 

He is in close touch with manufacturers, producers, distributors 
-those from whom you buy. 

He deals with none which has a tendency to mislead or which 

does not conform to business integrity. 

He is a consultant that “‘sits in’’ with you regularly. His sugges- 

tions are profitable to you. 

He holds a fellowship in a select association with exacting stand- 

ards of membership. 


He has pledged himself to determine the highest and largest 
function of the trade which he serves, and to strive in every 
legitimate way to promote that function. 


HE IS:THIS PAPER. 


Your paper. A member of the Associated Business Papers, Inc. 


THE ASSOCIATED BUSINESS PAPERS, Inc. 
Executive Offices: 220 West 42nd St., New York, N.Y. 


The A.B.P. comprises a group of business papers that reaches 54 
fields of trade and industry. Membership requires the highest 
standards in every department of publishing, circulation, editorial 
and advertising. 





The advertisers in this publication demonstrate by: their presence 
here that they are awake to modern methods of selling as well as 
production— methods that cut costs and standardize operations 
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Put up in sets of three —one 
style ‘“‘A’’ and two ‘B”", 
with 6 rubber washers. Same 
style heads as used in perma- 
nent underground piping. 
A number of heads may be 
used. 










Patent 
Applied 
For 


Type are Type ++ 


ERE’S a profit-maker for you! 
4 4 Every lawn in your community 
is a prospect. 
Summer and lawn-sprinkling time is 
on the way. Now is the time for you 
to sell your customers freedom from 
sprinkling worries. 


The Roberts Multiple Lawn Sprinkler 
provides a fine mist that gathers on 
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bushes, flowers, lawn, like dew. Won't 
drown out the grass—no need to 
watchit. Does the whole lawn at once. 
Particularly valuable for garden and 
terrace work when used in groups. 


The Roberts Multiple Lawn Sprinkler 
is sold through your jobber. See him 
today—and get started on your pros- 
pect list. 


THE ROBERTS BRASS MFG. CO. 


DETROIT, MICHIGAN 





ROBERTS 


MULTIPLE LAWN SPRINKLERS 
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$1230 
List Price 
f. o. b. factory 


200 galions per hour 
capacity pump, 60 
cycle motor, 35-gal 
galvanized tank 


Also furnished for 
engine drive. 
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These homes 
the city mains 
demand running water 


You know the name Fairbanks-Morse—a name that has 


beyond 


Homes located on the fringe of our cities and towns offer a rich 
market to plumbers. These families are beyond the water 
mains but are not content with the old-fashioned ‘“‘pump and 
They are close enough to the city to know all 
They want modern kitch- 


carry”’ system. 
the conveniences of running water. 
ens, bathrooms and laundries—sanitary indoor toilets—the 
health protection of fresh running water. 

By selling Fairbanks-Morse Home Water Plants you will 
be assuring these homes just what they demand—a depend- 


able, trouble-free, economical supply of running water. These 
plants are the products of specialists—-men who have studied, 


planned and installed hundreds of municipal water pumping 
stations. 


FAIRBANKS, MORSE & 


MANUFACTURERS 


Fairbanks-Morse Products 





List Price 
f.o. b. factory 


per hour 
capacity 


| 
| 
120 gallons | 
! 
| 
| 


pump, 60 Name 
cycle motor, 

8-gal. gal 

vanized Address 





tank. 
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CHICAGO, U. S. A. 


“Every Line a Leader’’ 


FAIRBANKS-MORSE 


HOME WATER PLANTS 


$9475 [ 
—_— FAIRBANKS, MORSE & CO., Dept. I-3, 


900 S. Wabash Ave., Chicago. 


Send me a copy of your 32-page Home Water Service 
Book and complete details of your dealer proposition. 


stood for finest quality during the past half century. Your 
customers know the name, too, and have confidence in it. 


We offer you a sound opportunity to increase your business 
—a product of proved quality—low prices made possible by 
large production—national advertising—carefully planned 
selling co-operation that helps you build your business. 


Mail us the coupon for 
full details and a copy of our 
valuable 32-page Home 
Water Service Book. 





FEATURES 


It's Automatic—Starts and stops 
automatically by tank pressure 


Simplicity—No complicated mech- 

Co. ania 

Noiseless — Gearless and perfectly 
balanced. 

Bearings—Extra long bronze bear- 
ings and ground steel shaft minimize 
friction. 


Motor—#60-cycle motor furnished as 
standard. Other types of motors 
& furnished to order. 


Self-Oiling—Positive lubrication by 
self-olling system. 


Leak-Proof — Water cannot enter 
crane to Interfere with lubrica- 
tion. 


Durability—All moving parts are 
made of bronze, except crankshaft 
which is a stee) forging, giving long 
life and preventing corrosion 


Fresh Water Fixture—Every plant 
is ulpped so that fresh water for 
drinking can be supplied direct with- 


Out passing through pressure tank. 


1532 
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An Improved 


Ratchet Stock that 
has no lead-screw 


So it cuts a wide range of threads — 
both right-hand and left-hand 








The improved Reed Ratchet Stock cuts a 
thread in about the time that it takes to get 
ready with an ordinary ratchet stock. 


It has no guides to hunt andinsert. No time 
and effort wasted in turning down set 
Screws to clamp a lead-screw to the 
pipe— nor turning the stock against 
the friction of a lead-screw. 


Just slip the Reed Stock over the pipe 
and start cutting! 


The adjustable guide, centers the 


. stock instantly on any size pipe. And 
The full-length dies d ; ; 
penny once ponte 3 the Reed Dies have a fine double - threaded 


They cut perfect, accurate threads on any throat that starts the cutting easily and posi- 
kind of pipe. Beiag much longer than narrow tively — over any burr. No filing neccessary. 


“chasers” they hold a perfect alignment on 
the pipe, and don’t 
wobble and cut a stag- 
gered thread. 


Read about this easier-starting and easier- 
cutting Ratchet Stock, in our folder: “HE 
DIDN’T BELIEVE THE DIE WAS PP 


These long dies hold 
their cutting edge 
several times as long as 








Ordinary narrow 99 
chesers. CUTTING”. The coupon will 
And the dies are held by new and im- : : ° 
proved clamping bolts—making it possible to bring it just tear off Reed 
change dies in 10 seconds! Hard to believe d i] ? . 
until you have done it yourself—try it on a an mal . Mfg. Co. 
Reed Ratchet Stock, at your jobbers. 4 Erie, Pa 
Having no lead-screw, the Reed Ratchet ? Gentlemen : 
Stock cuts a wide range of both right-hand Be sure and mail me 
and left-hand threads, One stock threads all ” the folder “HE DIDN’T 
pipe sizes from 34 inch to 2 inches, and bolt 
sizes from 1 inch to 2 inches. 4 cumin a er npr 
"——telling about the 


——__. 4 Reed Ratchet Stock. 
a i ie adewaicind shud meee ee awed paweeie 
7 Comba MMM: oii i ccsiesivvcceccctecevenne 


MANUFACTURING COMPANY, ERIE, PA. 4 vires. occ cccccceeee ns 
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Adaptable to any Basement in 
Bungalow, Home or Apartment 


Here is a 400 sq. ft. Pacific Residence Steel Boiler capable of handling 400 sq. ft. of steam ra- 
diation on seven hour firing periods using soft coal. And, the boiler with all connections, hot 
water heating equipment, and a hot water storage tank occupies but 14 sq. ft. of floor space. 
Compact in every detail: No room is needed at the back of the boiler as the steel tubes are 
all cleaned from the front. The overall width permits moving all sizes through a 32'’ doorway 
while the height of boiler and water line adapt them for either steam, vapor or hot water jobs. 
The Pacific is an all-steel return tubular firebox boiler, built to last a lifetime — made in 
several sizes for heating residential buildings. Burns soft or hard coal, oil or gas. 


GenerAL Borters Company, Waukegan, Illinois 


Branch offices in principal cities 


PACIFIC 


STEEL RESIDENCE BOILERS 
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When Plumbing was the Plaything of Kings 


FTER the Roman Empire fell into decay, civilization in Europe went 


The twenty-first inaseries 


of advertisements outlin- rapidly down hill for hundreds of years. The plumbing business prac- 
ing the early development ° . 7 " 
of plumbing ideas, A tically ceased to exist during the Middle Ages. 


complete folio of this 

will = ge chn A new birth of interest was felt about the 12th century, which historians 
call the Renaissance period. In planning the public works of that time, foun- 
tains of various kinds were extensively used by artists, architects and sculp- 
tors. They took the form of imitation springs, jets of a single powerful stream, 
cascades made of basins placed one above another and hydraulic statues or 
fountains in which a concealed pipe supplied the water. 


Here were conditions which called for a rebirth also of the plumbing 
industry. The skill of some of these early artisans must have been consider- 





Lente spy able because many of these fountains are still in operation in spite of the lack of 
Phono-Electric Contact Wire materials possessing that uniformity of mixture found in electric furnace 
Phono -Hi-Strength Wire brass pipe such as Bridgeport Plumrite. You, too, can use materials today 
Tubular Plumban Goods which will defy the ravages of rust and decay. 


ass, Bronze and Copper Sheets 

ass,Bronze andCopper Tubes 
AntaBicycle and Pressure Purpe 
fulo Accessories-Stampings 
Engravers’ Copper-Specialties 
Screw Machine Producte 
Press«d or Drawn Producte 
Oil and Grease Gune 









Electri 
etn BRIDGEPORT - CONNECTICUT 
Brass 2 NEW YORK PHILADELPHIA CHICAGO CLEVELAND DETROIT 





Member Copper and Brass Research Association and Trade Extension Bureau 








"THE easiest way to 
meet competition is 
to do the best work: 


Excel Unions will help 
you do it. 


Quality is just as much 

a part of Excel Unions 

as the good air-refined 
malleable iron we use. Excel 
Unions are made to make up 
right and stay tight. They make 
up with the minimum of effort 
and the certainty of a tight joint. 


Excel Unions are just as good 
for one kind of job as another. 


Water, steam, oil, gas or air— 
Excel quality protects the job 
for you. 


Ask your jobber to show you 
Excel Unions. 


Providence Fittings Co. 


7 Water Street Boston, Mass. 
New York Office, 210 E. 45th St. 
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The Nye thin blade cutter wheel 






Bs made to fit all standard makes of 
pipe cutters —guaranteed against 
By breakage in use. 








, 
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Nye Saunders Pipe Cutters 





a ae $1.80 net 
mee es ch s Se 
ee a kw, 6.60 net 
OM sw Kea 8 10.80 net 
ME os. so % 16.80 net 


Nye Toledo Type Stock 


Nye Toledo type pipe threaders, made in both 
the plain and ratchet type. Satisfaction abso 
lutely guaranteed. 

No. 1 Nye Toledo Type Pipe Threader complete 





4 $9.60 net 
om West of Rocky Mountains $10.20 
by No. 1-A Nye Toledo Type Pipe Threader com- 
- plete $12.00 net 

West of Rocky Mountains ihidinomnmne 







New Type Self-Locking Vises 


















NYE—the Die Man 


Pipe Tool Maker to the 
d Ted A) American Plumber 
and Steamfitter 


Someone told me about one just the other 
day—about the fellow who was out to din- 


ner, and the lady of the house asked him 
if he would have some corn, and he passed 
his glass instead of his plate. 

And then there is the man who asks the 
woman at the party, “Who is that dog-faced 
looking dumb-bell leaning against the wall?” 
and she says,“ That's my husband.” But that’s 
no break; the lady thinks so herself. 

We all have stirred our coffee with the wrong 
fork, or said the wrong thing, or kissed the 
wrong girl, accidentally or otherwise. It’s 
hard to avoid bad breaks in life, but it’s easy 
to avoid them in the plumbing business. 
In threading or cutting pipe, you want clean 
work, not a bad break. Nye tools don’t cut 
part way, and break the rest. We have told 
you that they save time and temper; but 
they also save material. 


The difference between Nye Dies and most 
other dies is the difference between a safety 
razor and acan opener. 


sr lilt 


THE NYE TOOL & MACHINE WORKS 
4120-30 Fullerton Avenue ; CHICAGO, ILLINOIS 
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Improved 
Asbestocel 


a 
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N Improved As- 
bestocel long life 
is added to high 

efficiency because cor- 
rugations run crosswise 
as well as lengthwise. 
Besides breaking up the 
long air channels into nu- 
merous dead air pockets, 
these cross corrugations 
give greater strength. 
JOHNS-MANVILLE, INC. 
292 Madison Ave. at 41st St., N. Y.C. 


Branches in all large cities 
Canadian Johns-Manville Co., Toronto, Ont 


see 
eS nr 


JOHNS-MANVILLE | 
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THINK THAT NO FINER CONFIDENCE 

has ever been shown in “Domestic Engineering” 

and the quality of the service it tries to render 
its readers than when a member of the industry, high 
in association circles, sent us his profit and loss state- 
ment for analysis. We feel proud that a reader of 
ours was willing to do this. 


HE RESULT OF THE ANALYSIS OF THAT 

statement is embodied in the article, “Are You 
Making a Profit?” Mr. Zimmermann, who made the 
analysis, is familiar with conditions in the industry be- 
cause his work is auditing and he numbers among his 
clients quite a few men in the industry. His analysis 
is, therefore, to the point; it is based on his knowledge 
of conditions in our field. The value of a study of a 
statement from just such an establishment as you 
yourself are conducting is plain. You can dig out your 
own profit and loss statement and your own balance 
sheet and check it item by item with the detailed study 
Mr. Zimmermann has made. He has not only given 
the conclusions at which he has arrived, but he tells 
you how he arrived at them so, that in checking you 
may be sure that your method of figuring is the same. 
It’s a mighty good article to use in making a thorough 
study of the condition of your own business. 





HE SCHOOLMASTER THIS WEEK HAD 

to include a discussion of a number of problems 
in his session in order to take care of drawings which 
did not arrive in time to be included in the regular dis- 
cussion. Interest is growing in isometric drawing. 
Five members in taking hold of one of the problems 
where they had the option of reproducing it in isometric 
form did so. The Class is taking on more of an inter- 
national character. Knut Asker, of Oslo, Norway, has 
joined up and his contributions ought to be of interest. 
He has had a great deal of experience in the plumbing 
field and is secretary of the committee to advance new 
plumbing codes for Oslo, as: well as chairman of a com- 
mittee appointed by the Norwegian Association of San- 
itary and Heating Engineers to study standardization 
of plumbing materials, drawings, etc. We'll tell you 
more about Mr. Asker in a future issue. No doubt 
his work will be of great interest in a comparative 
study of practices on the other side of the big pond. 


HAT SHOULD THE HEATING CON- 
tractor know about insulation? One of the re- 
sults of the building boom has been a study of the 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


subject. New insulating materials have been put on 
the market. And while the heating contractor has 
nothing to do with the sale of such matertals, yet 1 
would be worth his while to learn something concerning 
them. Take a glance at the picture on the front covet 
In the foreground is a well-insulated house ; in the back 
ground is one which apparently is not so well insulated 
[t is just possible that the owner of that house in the 
background might be inclined to blame the heating 
system because, during really bitter weather, there is 
a heat loss. Some knowledge of insulating materials 
would undoubtedly enable the heating contractor to 
point out the fact that his contract didn’t include an 
agreement to heat “all out doors.” ‘The article “Insula 
tion and the Heating Contractor” contains valuable in 
formation—and three charts which will indicate how 
proper insulation will lighten the cost of heating and 


aid in maintaining an even temperature. 


— OF THE INDUSTRY IN INDI- 
ana gathered together last week to talk over 
their problems and to get a fresh grip on things for 
another year’s endeavors. A peculiar circumstance de- 
veloped at the end of the convention, which lasted for 
three days. It was to be followed by a short course at 
Purdue University lasting two days. Registrations for 
the convention had been very good-——and registrations 
for the short course were as good and possibly a little 
better, due to the few non-members who also registered 
for the short course. To wind up a discussion of busi- 
ness problems with a two-day study of the mechanical 
operations, in co-operation with a splendidly equipped 
university engineering department, certainly forms an 
ideal convention. 


ND OUT IN THE “ROCK BOUND Coast of 

Maine” district the master plumbers have been 
discussing ways and means to improve the service to 
their customers and of making Maine even more attrac 
tive to its thousands of summer tourists. Much dis 
cussion was held concerning the newly proposed code, 
with splendid co-operation offered by the State Board 
of Health. Read what they’re thinking of in Maine; 
and what they're thinking in Indiana. It'll help think 


ing in your own neighborhood. 


Your Ea 
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THE NEW “TOLEDO” WORK BENCH-— 





IT’S RIGID, IT’S STRONG 
AND IT’S PORTABLE 





THE ‘‘TOLEDO”’ No. 5 WORK BENCH has all the requis- 
ites of a perfect portable work bench for plumbers and 
steam fitters. 


IT’S RIGID and requires no bolting to the floor. Even 
the larger sizes of pipe can be cut and threaded without 
tipping. 

IT’S STRONG—practically indestructible, and has held 
loads of 4,000 Ibs., as illustrated. 


IT’S PORTABLE and the legs can be easily disassembled 
simply by loosening the ‘‘U’’ bolts and reassembled in 
a few moments. 


The table top measures 25 in. x 10 in., drilled for various 
makes of vises and attachments, and fitted with adjust- 
able pipe rest. 


It’s the bench you should specify for it will give the great- 
est dollar for dollar value of any bench on the market. 


The net price is but $12.00 ($13.00 west of Rockies) f. o. b. 
Toledo. Your jobber can supply you. 


BUY BY COMPARISON AND YOU’LL BUY A 
“TOLEDO” 
RA (T) OED 


THE TOLEDO PIPE THREADING 
MACHINE CoO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 
@ 


Mention Domestic ENGINEERING when writing advertisers. 
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Solve This business of plumbing and heating is 

alive with problems—the price-cutting prob- 
Them lem, the direct-to-customer problem, the mer- 
chandising problem, the estimating problem and various 
others. Each problem has its individual peculiarities, 
governed by local conditions or other influences, and the 
treatment of each must take into consideration such 
peculiarities. But there is a solution to each one and 
the question is how to find it. 

One of the best places to look for it is in the associa- 
tion. It is quite a while now since a group of master 
plumbers first got together and “builded better than they 
knew.” But the need for organization was no more acute 
then than it is now. 
solved. Get together. 


A Critical While business, judging from the 
total volume of material turned over 
Pertod 


has been unusually good during the 
first quarter of the year, we face now a period which 
has been critical in former years. The manner in which 
business weathers it will largely determine the story 
which the profit and loss statements will tell next Janu- 
ary. We refer to the month of April. Very often that 
month has seen markets weaken, due to the desire of 
sellers to push things before actual consumption needs 
open up in any volume. 
stance. Concessions, offered by manufacturers, spread 
through the jobbing and contracting ends of the busi- 


These 
Talk them over. 


various problems must be 
Solve them. 


It happened last year, for in- 


ness and resulted in unsettled, unprofitable conditions 
throughout 1925. 

Fundamental conditions are somewhat different this 
year, however, and there is no good reason why business 
should not run along smoothly. Jobbers are not so 
heavily stocked as they often are at this time, because 
it has been so easy to get quick delivery from the manu- 
Therefore, there should not be the necessity 
And‘ manu- 


facturers. 
to liquidate heavy holdings at cut prices. 
facturers have become more or less accustomed to this 
policy of buying in small lots for quick turnover and, 
therefore, should not become alarmed at the fact that 
they have not several months’ production on their books. 
Then, too, 1925 conditions are too fresh in mind—or 
should be—to want a repetition of them, and this fact 


should curb any desire to stimulate unnecessary buying 
by offering concessions. 

Every one knows that a stable market is necessary 1f 
Whether high or low, if it is 
stable, contractors can proceed to handle the business 
that is coming up with confidence that they know where 


prosperity is to exist. 


they are going. 


The Plumber A good present ition of facts 


about the plumbing _ business, 
Joke which should do much to elimi 
nate the jokes about the plumber, can be found in “Col 
lier’s,” the week of March 6. It is called “The Plumber 
Joke,” and we reprint it herewith: 

“The plumbers of the United States are tired of be 
ing pictured as opulent, absent-minded practitioners of a 
mysterious art for the exercise of which they exact an 
enormous toll from the public. 

“The plumber’s trouble is that he is the market con 
tact man for a great industry. If he appeared on the 
job with a plumbing shop, a pipe factory, a pottery 
works and the manufacturing, distributing and sales or 
ganizations of all the industries behind him, the cus 
tomer would marvel at his reasonable charges. 

It will fall 


flat when the plumbers rally under a code of practice 


“The plumber joke is really on the public. 


that calls for entrance by the front door, learned refer 
ences to recent developments in sanitary engineering, 
hydraulics and the decorative superiorities of modern 
plumbing fittings, and consultations with brothers of the 
craft about whether an exploratory opening of the sink 
trap is advisable. Nobody can joke in the presence of a 
consultation.” 

This indicates a growing realization that plumbing 
is an essential industry and, as such, deserves proper 
recognition. 

The writer of the editorial puts his finger directly 
upon the weakness which must be overcome by educa- 
tional work when he says, “If he appeared with a plumb- 
ing shop, a pipe factory, a pottery works,” and so on, 
his services would be valued at their true worth. The 
greater the effort the master plumber puts into the task 
of educating the public in matters of sanitation, the 


quicker will the plumbing joke disappear. 
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Fig. 2.—The house heater, 
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hot water heater and 





garbage burner used In this well-insulated house 


Insulation and the Heating Contractor 


a heating plant in a 


‘<4 A HEATING contractor in a mid-west town installed 


seven-room 


saved his customer $4,500.”’ 


ment was issued recently by 
Chicago. If 


the 


proved, it is 
Ordi- 
this 
and 
ignored as one would the claim 


excites curiosity. 
like 


over 


statement 
passed 


narily a 
would be 


of a person who had merely a 
superficial knowledge of his 
subject. But the statement is 
made by responsible men and 
is sponsored by the Chicago 
teal Estate Board. It is said 
to be typical of what has been 
done in many other homes in 
recent months and is given as 
an example of what 
done in homes where too much 
fuel is 
of recent 
sulation will 
sixth 


may be 
used. Demonstrations 
development in in- 
be shown at the 
annual “Own Your 
Home” exposition to be held at 
the Coliseum, Chicago, March 
27 to April 3, 1926. 

Obviously the statement that 
a heating contractor saved his 
customer $4,500 on his domes- 


a reputable organization in 
worthy of 





and 
This startling state- 


bungalow 


investigation It 


Fig. 3.—Temperature chart showing 70 degrees main- 


tuined 


1925. 


inside the house during the week of Dec. 19, 
Outside temperatures ranged from 35 to 1 above 
zero 
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tic heating plant in a seven-room bungalow is ridiculous, 
except in the light of some furthér and special explanation 
and here is the explanation: 

Amazing facts relative to insulation have been brought 
out during the last three 


or four years, and particularly 
during the last few months. 
The enormous amount of heat 
lost from the average home 
has not been brought so for- 
cibly to the attention of the 
public and of the heating con- 
tractor and engineer until just 
recently. The data compiled as 
the result of recent investiga- 
tions point in no 
manner to the duty and priv- 
ilege of the heating contractor 
and engineer in showing his 
customers how they can 
heat by means of insulation 
Whether the heating contractor 
is a dealer in insulation or not, 


uncertain 


save 


he should know how to con- 
serve heat as well as to make 
it. The reckless waste of heat 


the average home, ana 
methods by 


from 
description of 

which it may be overcome, is 
the subject of this sto! 


Robert H. Sexton, managing 





rf) oo = a Ce 
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aan doe oe 
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director of the “Own Your Home” exposition under the 
auspices of the Chicago Real Estate Board, states that the 
fimsy construction, the absence of insulating material 
and weather stripping, failure to cover steam pipes, loosely 
built walls, ete., cost the home owners in the United 
states $450,000,000 per year. These figures were fur- 
nished to Mr, Sexton by the Better Building Registry of 
Chicago, in which organization the Chicago Real Estate 
Board has full confidence. The engineers of the Better 
Building Registry have undertaken extensive research 
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and have had no clear conceptions of the enormous amount 
of heat wasted. The new code of the American Society 
of Heating and Ventilating Engineers gives a wealth of 
data on this subject in its tables of heat losses. For in- 
stance, leaving out the technical data, we gather from 
these tables that infiltration through a tight eighth-inch 
masonry wall, with a 14-mile-an-hour wind, in certain 
temperature climates, is responsible for the loss of 110 
pounds of coal per year for each 100 square feet of wall 
surface. That is to say, a bungalow having 2,000 square 





Fig. 4—Showing how even temperature was maintained. 

Occupants were away from the house from Sunday until 

Thursday. The thermostat, set at 65 degrees, maintained 
this temperature during that time 


work along lines described in this.article. One test case 
to determine the heat loss of an average home brought out 
the fact that 25 tons of anthracite coal were burned each 
winter in a certain home, in the fight for comfort, yet on 
sub-zero days the wife and children in this family could 
not keep warm. A careful analysis showed that 13% tons 
of coal were wasted each year—more than half the amount 
used. The loss was due, it was found, to improper con- 
struction, uninsulated walls, poor ceiling and roof, and 
unprotected windows. 

Is this the business of the heating contractor? The 
opinion is prevalent and is gaining strength from day to 
day that it is his business. In the first place, when the 
contractor puts a heating equipment in a poorly 
built house, it is usually the contractor that is 
blamed, not the house, when the occupants 
suffer from cold. Secondly, if cost to the con- 
sumer can be lessened, it will result in a greater 
amount of work and increased profit. This has 
been demonstrated in many instances in the 
heating and plumbing industry. Certainly, if a 
heating contractor can show how his customers 
can save $4,500 on a heating plant in a seven- 
Toom bungalow, he should have that customer’s 
everlasting gratitude. 

This saving, it should be explained, covered a 
beriod of 20 years, or an annual saving of 
$225.00 per year, not counting the interest, 
Which after all is not an extravagant claim in 
the light of results of recent tests. 

The trouble has been that until recently we 





Fig. 5—Thermometer chart for week ending Dee. 27, 1025, 

when outside temperature ranged from 36 degrees above to 

16 degrees below zero. Note the maintenance of uniform 
temperature throughout the week 


feet of outside wall area would require approximately an 
additional ton each year, due to the infiltration losses. 

If it requires such an amount of coal to counteract the 
insulation in the “tight’’ masonry wall, what would it be 
in some of the poorly constructed houses that are being 
put up? And this is speaking of infiltration alone, that is 
air filtering in through the cracks and crevices What 
we are more concerned about is the heat loss through the 
wall. An engineer can walk around an average well built 
school or dwelling and learn from the temperature on the 
outside walls where the radiators are located on these 
walls. All this heat is wasted in a vain attempt to heat 
all outdoors. 





Fig. 6.—Method of using puffed gypsum over the ceiling of a dwelling. 


have had no machines for measuring heat losses ‘This method may be used in an old dwelling as well as in a new one 
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walls and 
constructed 
allow much 
heat to escape, 
so much in fact that 
it is time that every 
heating contractor and 
every heating engineer 
learned these facts and 
put himself in position 
to eliminate this enor- 
mous waste that is 
eating into the purses 
of his patrons. And 
certainly there is no 
better way in which a 
heating contractor can 
the will of 
the people in his com- 
munity, than by show- 


But loose 
poorly 
dwellings 
more 


earn good 


ing them how to 

maintain comfort in 

their hemes at all 

times and how to save 

fuel. 

WHAT INSULATION 
DID FOR ONE 








HOUSE 


ROBABLY there is 
P:. better way of 
showing what can be 
done than by describ- 


Fig. 7-—Showing how puffed gyp- 

sum was flowed in above the ceiling 

of the house described herein. 

The method is equally applicable 
to old dwellings 


ing a specific instance. 
The illustration chosen 
is a remarkable dem- 
onstration of what can be done by the proper application 
of insulation to the roof and walls of a dwelling. During 
the summer of 1925, a house was built at 6515 
Algonquin avenue, Chicago, by a man who had some ideas 
of his own about insulation. He realized that the average 
home was a most efficient heat loser. This test house is of 
ordinary frame construction throughout. It occupies a 
space of 28x40 feet. It contains five rooms, three on the 
ground floor and two above. The roof is of wooden 
shingles and matched sheathing, with waterproof paper 
between. It is isolated from other dwellings. There is 
one house the opposite corner but no other house 
within 500 feet, consequently it is exposed to the wind on 
all sides. It is claimed by the owner, who has made 
extensive tests in insulation, that by the means of the 
method used in the construction of this house, that it fs 
not only as fireproof as a brick house, but can be kept 


test 


on 





Fig. 8—A block of puffed gypsum. Note the tiny 


alr cells 
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at 70 degrees during sub-zero weather, using less than 
one-half the amount of fuel which would be necessary for 
the average house of this size. 

There are many kinds of insulation on the market, but 
the insulation in this instance is provided by means of 
what might be described as “puffed gypsum.”’ That is to 
gypsum or what is popularly known as plaster of 
is mixed with other ingredients and when com- 
bined with water, puffs up and hardens, occupying a space 
several times its original proportions, without adding to 
its weight. A cubic foot of this product weighs about 35 
pounds. To the casual observer this insulating material, 
when it is hard and dry, looks like a white sponge, and its 
insulating qualities are attributed to the fact that it holds 
innumerable small air spaces. 

In use, the product is brought to the job in bags. It is 
then mixed with water and poured into place. As soon 
as the water strikes the material, it begins to expand. 
This expansion continues for several minutes. In about 
30 minutes it is set hard, making a stone structure filled 
with tiny air cells. 

Where it is sometimes sufficient to insulate a house with 
one-quarter or one-half inch of various types of insula- 
tion, the expansion qualities of the product are such that 
it is often used two inches thick over the ceiling of the 
house. In fact it is not uncommon to use it two inches 
or more thick under the floors and in various other parts 
of a dwelling. 

In this house, the entire space between the studs of 
the outside walls, the slope of the roof, the horizontal ceil- 
ing and the end gables are filled solidly. In comparing 
the house shown in the picture with the one on the oppo- 
site corner, it will be noted that the first house has retained 
its snow blanket while the snow on the other house has 
been melted away, due to the heat transmission through 
the roof. See illustration on front cover. 

It should be noted in this connection, that there are 
plenty of opportunities to apply insulation over ceilings, 
next the roof and in the side walls of old houses. In 
many such houses, heat may be so conserved by means of 
insulation that a heating plant that will not heat a house 
under ordinary conditions, will give entire satisfaction. 

But let us allow 
H. S. Ashenhurst, the 
owner of the house, 


and a student of in- 


Say, 
paris, 


sulation, to tell the 
stor y in his own 
words. He says: 


“For the first sea- 
son, I decided to use 
radiation only in the 
downstairs part. I 
wanted a heating 
plant of sufficient 
size to maintain a 
constant temperature 
of 70 degrees under 




















the lowest sub-zero 
temperature known 
in Chicago, namely, 


20 degrees. Blue- 
prints were submitted 
to Homer R. Linn, 
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Fig. 9—Construction details of 
this residence showing where 


(Continued on Page 49) insulation was used 











Omaha Man Honored by Nebraska 














John H. Martie 


OMAHA NEBR. 
President, Nebraska 


Retail Plumbers cAssociation 


1926-27 


EE. Pa Soa 











Before the white man came—an Indian buffalo hunt on the Nebraska prairie. 
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Maki Profit? 
re You aking a Frofit: 
. . 
An analysts of an actual profit and loss 
° 
tat tofap t tract q 
SEAT@MeCNTL OF A prominent Contracior : 
™" 

By WILLIAM F. ZIMMERMANN Ne 
4 HE SUCCESS of any business enterprise is judged Profit and Loss Statement, Dec. 1, 1924, to Nov. 30, 1925 Cap 
by the return it renders on capital invested. The Sales: C 
management is good or bad in accordance to the Material ..... 47,748.65 77.40% S 
dividends declared and surplus accumulated, due consid- eee ee 13,942.58 22.60% V 
eration being given to business conditions in the industry. escenario A 

Given all the information available from a company’s 61,691.23 100.002 N 
books, a correct profit and loss statement and balance 6 
sheet, and the good and bad points in the financial man- Gost of Goods A 
agement become a matter of simple arithmetic. Sold: T 

This week I am presenting an actual profit and loss Material C 
statement and balance sheet, sent to the ‘‘Domestic Engi- Inventory be- ; 
neering’ with a request that it be analyzed. It would be ginning .... 3,671.82 5.95% Lial 
a great deal easier to do this if all the necessary informa- Purchases ...34,413.68 55.78% R 
tion had been given, but as there were certain points Freight & R 
missed I am going to assume the following: Le 2,432.20 40,517.70 3.94% ; 

1-—That all labor purchases have been charged to labor —_——— \ 

and all labor sales have been credited to labor sales. ' 65.67% 
2—-That the statement is for a period of one year end-_ Less: Pro 
ing November 30, 1925. Inventory at C 
3—That under the heading ‘Officers’ Salaries’ there SL sv tla ait 3,465.75 5.62% S 
are two salaries uf $2,214.39 each. a 
4——That all accrued sales and expenses have been prop Cost of Material Pro 
erly entered. | eee ee 37,051.95 60.05 % S 
Besides the above there is other information that does Cost of Labor L 
not appear on the statements, but was shown on the | ey ee 13,527.73 21.94% P 
work sheet submitted: I 
1—-Reserve for depreciation was credited and office ex- Cost of Labor & F 
pense debited with $19.98, being depreciation of Material Sold.. 50,579.68 81.99% L 
10% on furniture and fixtures. - 

2—-Reserve for depreciation was credited and shop ex- Gross Profit on Los 
pense debited with $302.34, being 10% depreciation: Sales ........ 11,111.55 18.01% S 
on tools and equipment. Other Income: I 

3——Reserve for depreciation was credited and auto ex- Purchase Dis- , C 
pense debited with $173.90, being 10% depreciation Sete 658.48 1.07% F 
on auto equipment. Interest Re- I 

There is an account on the balance sheet of $8,131.10, ceived ..... 43.80 OT % 
representing “Good Will,’’ which I am assuming was eens ! 
caused by the purchase of good will and not by raising as- 702.28 1 
sets this amount to cover a loss on capital or other rea- . $ I 
sons. 11,813.83 19.15% ( 

The figures, as sent to me, were in the form of a work- 1 
ing sheet used in closing the books. These I have formed Expenses: I 
into a profit and loss statement and balance sheet in ac- Sales Discount ........ 1,235.92 2.00% , 
cordance with what I consider the best form to use in the Interest Paid .......... 11.67 02% [ 
following discussion, realizing fully that there are author- Officers’ Salaries ...... 4,428.79 7.18% | 
ities that will differ with me on the method of showing | Pee ree er ee re 455.00 74% =| ( 
purchase discount and sales discount. Auto Expense ......... 758.49 1.235 I 

By a close study of your yearly financial statements, General Expense ...... 71.51 12% 
you can learn from it your past mistakes and by applying Pt 549.82 89 % 
the knowledge gained, will be able to guide your business Telephone & Telegrams. 86.39 14% 
to better profits in the future. Light, Water & Power.. 34.65 06 % 

Study over the following statements of this company, Office Expense ........ 129.55 21% <a 
compare yours with them, and analyze your own in ac- Taxes & City License.... 124.81 20 % 
cordance with the formulas following: Permit & Inspection ... 67.25 11% 

22 
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An Actual Statement of Profit and Loss 


Received by ‘‘Domestic Engineering”’ for Analysis 





| Trial Balance Adjustments Profit and Loss 
1925 | Nov. 30, 1925 
Nov. 30 | Dr. Cr. Dr. Cr. Dr. Cr. 
Capital Accounts: 
6 ARO aT eae ren eee re | ae 
Scheeline Banking & Trust Co........ 107.70. 
Washoe County Bank................. 92). 
Accounts Receivable............. .. | 12,410.86 : 
Merchandise Inventory......... a 3,671.82 3,465.75 3,671.82 
Office Furniture and Fixtures......... 199.84 ; 
a 1,739.63 
Tools and Equipment................. 1,007.81)...... 
es eee oe hu as naar bk 2 ee 
Liabilities: 
Reserved for Dep. of Office Equip. 55.46 19.98 
Reserved for Dep. of Auto Equip........ 233.60 173.90 
Reserved for Dep. of Tools and Equip.... .. 166.64 302.34 
Accounts Payable. ...........0.0.005: a 3,307.85 
| es 1,500.00 
Proprietorship: 
Ne Vinge l, 16,000.00 
Ee Ue el anata s iadewaeetwis 2,382.29 
Profit and Loss Accounts: 
Neer he ota Racine | 47,748.65)... 47,748.65 
a ee Enel sy: ales 13,942.58 13,942.58 
crs clea aie. wg 658.48 658.48 
le te gf nthiys sees 43.80 43.80 
ee 34,413.68 ....... 3,465.75 30,947.93 
i sg Sl wigs een. fa pknled 13,527.73 
Loss and Expenses: 
GREET er ene ere c.):: 1,235.92 
eee ieee EE 11.67 
ER ks paxcae haseaswae 4,428.79 . . 4,428.79 
EN gh ea a ait 455.00)..... 455.00 
Freight Express and Drayage.......... i Se eer 2,432.20 
eer ere =. | eee 173.90 758.49 
General Expense..................5-- 8, BEE Soe 71.51 
rr rere | ee eee 549.82 
Telephone and Telegrams............. EES ee 86.39 . 
Light, Water and Power............... | | eee Sen opiate ; 34.65 
ON ID cs cau eesindscseev es Wes 6 era's 19.98 . 129.55 
Taxes and City License..... ved stcute eee 124.8] 
Permit and Inspection................ _ | I, Serene 67.25 
Traveling Expense................. : SS Se 61.80 
Donation and Dues.................. a), ee 199.75 
EEL Ee Pee ; | Mm, 202.95 
Collection Charges..................-. (OO eer 20.00 
Loss on Bad Accounts................ EE See een 74.29 
SS eres Mer r ee ey Ss rer er ee 302.34 . 
eee eae ree cae ee Net Profit; 2,998.85)....... 


| 86,039.35, 86,039.35] 3,961.97) 3,961.97, 62,393.51) 62,393.51, 27,140.91) 27,140.91 





Balance Sheet 


Dr. 


77,30 
107.70 
92 
12,410 86 
3,465.75 
199.84 
1,739.63 
1,007.81 
8,131.10 


Net Profit| 


75.44 
407.50 
468.98 

3,307.85 
1,500.00 


16,000.00 
2,382.29 
2,998.85 
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Traveling Expenses 61.80 10% 
Donations & Dues ..... 199.75 32% 
Pree Te ee 202.95 33% 
Collection Charges .... 20.00 .03% 
Loss on Bad Accounts... 74.29 12% 
Shop Expenses 302.3 49% 
Total Expenses 8,814.98 14.29% 
Net Profit oe 2,998.85 4.869, 
Average Mark-up ... , 23.36% 
Average Material Mark-up 28.87% 


ASSETS 


Current: 


Cash on Hand .......- 77.30 
Bank & Trust Co. .. : 107.70 
County Bank ..... e .92 
185.92 
Accounts Receivable 12,410.86 
Merchandise Inventory. . 3,465.75 
16,062.53 
Fixed: 
Furniture & Fixtures 199.84 
Auto Equipment ~seae Bees 
Tools & Equipment. 1,007.81 


Less: 


Reserve for Depreciation 951.92 
1,995.36 
Good Will 8,131.10 


26,188.99 
LIABILITIES 
Current: 
3,307.85 


Le ea ; ..-. 1,500.00 


Accounts Payable 
Notes Payable 


4 SOT85 
Capital Stock Issued 16,000.00 
Surplus 


5,381.14 


26,188.99 


PROFIT AND LOSS COMMENTS 

N READING the and 
[ notice that each account has been figured out on a per 
This represents the per cent of the account 


profit loss statement you will 
centage basis. 
to the total sales, the sales being taken as 100%, as this 
and are using 


For example, the sales consist of two items, 


is the completed transaction most firms 
this method. 
labor and material, labor represents 22.60% and material 
77.40% 

Figuring at cost we find that labor cost $13,52 and 
the material $37,051.95. By dividing the cost 


of labor into of material sold we find that for 


of the total sales. 
7.73 
sold cost 


the cost 


every dollar’s worth of labor bought, $2.74 worth of 
material has been sold at cost, or by marking this up 
28.87% we find that $3.53 of material has been sold per 


dollar of labor bought. 
selling price basis.) 


(This is placing material on a 
This is good or bad according to 
the class of business handled and the average in the in- 
dustry. My experience is that most plumbing firms are 
falling under this figure, but for the particular statement 
under consideration this would be low, as labor is being 
sold at practically cost. 

Using the percentages, you will note that labor sales 
represent 22.60% of the total sales, and labor costs are 
21.94% of the sales. This shows a profit of only .66% 


on labor, while material sales amount to 77.40% and 
60.05% 


which leaves a gross profit on material of 17.35%. 
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This indicates that labor is being sold at cost or el 
deal of unproductive 
The fact that labor isn’t producing 

brings the average mark-up down to 23.36%, whic! 


there 
included in the 


is a great labor 


labor charge. profit, 


leaves 


a gross profit of only 18.01% from which to pay all ex- 
penses and leave a profit for dividends. Without much 
larger volume, this is too small. 

Under the heading of “Other Income,” purcha dis- 
count amounts to $658.48. This shows that the company 
has taken advantage of all possible discounts, assuming 


that every purchase for material bears a cash discount of 
2%. This is shown on the profit and loss statement by 
multiplying the cost of purchases $34,413.68 by 2. This 
indicates good financial management or might mean too 
much capital. 


Assuming that officers’ salaries are for two officers, each 
devoting full time to the business, I am sure that this 


would be considered poor pay for competent he!p and has 
a bearing on the resulting profits. 


In figuring depreciation, I believe that 10% is a very 
low rate to use on auto equipment. Most firms are taking 
25% which, if used on this statement, would make a 


difference of $261.00 on the expenses and reduction of a 
like amount on the profits. 


OVERHEAD ANALYZED 
HE TOTAL overhead expenses amount to only 14.29% 
7 aan is very low, and in order to make a profit, that 
is a profit of 10% 
centage) it 


(overhead remaining at the same per- 
will be necessary to mark up 32.08% above 
and material or if labor is sold at 
the mark-up must be a great deal higher. In this 
article I have been asked to demonstrate how I arrive at 


actual cost of labor 


cost 


the different figures I use, even though repeating methods 
that been well drilled into 
industry. The above percentage was arrived at as follows: 


have most members of the 


Total or completed product...........ccec- 100.00% 
Overhend per comt ......cccce2ccex 14.29% 
ae 10.00% 24.29% 
Cost of direct labor and material........... 75.71% 
The cost of direct labor and material being 75.71% of 
the total it follows that— 
en NR RN Swine win se wow no's oo nc aes 100.00% 
ROMs chase ich bok al aha ele ie a Ae we tk ee ee ae 75.71% 
SE ER OE os Swe ites bikes GS a we oe De 24.29% 


and if the gross profit is 24.29%, the per cent of mark-up 
necessary to realize this profit is, the cost divided into the 
gross profit or 75.71% divided into 24.29%, which equals 
32.08%. that a proper profit was 10%. This 
might be considered high but is not high if you consider 
the small salaries being drawn by the officers. 

I understand that there are figures available, published 
by The National Trade Extension Bureau, that can be 
used as a comparison for the items appearing under ex- 
These vary to a great extent, caused by local 
conditions, kind of business, size and management 

When I say overhead is low, perhaps I am taking too 
much liberty, but I am assuming that the business under 
review is not strictly maintaining only an 
office, and my judgment is also influenced by exp: 
and by low salaries paid officers and inadequate deprecia- 
tion on automobiles. 


I said 


penses. 


contracting, 
rience 


BALANCE SHEET 


N REVIEWING the balance sheet it is necessary to use 
certain figures appearing in the profit and k state- 
ment; that is, sales $61,691.23, and cost of material sold 


$37,051.95. (Continued on Page 79) 
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Indiana Endorses Permanent Office 
Hooster State Approves Central Office Plan Both for 


Nattonal and State 


plumbers by the 

unanimous votes 
of their delegates to 
the thirtieth annual 
state convention held 
at Lafayette, March 8, 
9 and 10, approved the 
plan to have the Na- 
tional Association of 
Master Plumbers carry 


| riumve master 


on its activities 
through a permanent 
office in charge of an 


executive secretary. 
This action followed 
addresses by National 
Director William J. 
Lang, of Chicago, by 
Joseph W. Cannon, Sr., 
of Chicago, former 
national president, and 
by William F. Hilde- 
man of Chicago Heights, president of the 
association, all urging the change in the method of han- 
dling the National Association’s affairs. By its approval 
of a permanent office plan, Indiana joins Illinois in advo- 
cating the change which Ohio, Wisconsin, Minnesota and 
Maine have unanimously condemned. The proposal has 
not been voted upon at other state meetings. 

Approval of a permanent office for the Indiana Society 
of Sanitary Engineers, in charge of a paid secretary, also 
was voiced by the majority of the delegates. The plan 
would have been adopted except that the convention felt 
the need for building up the Indiana association was too 
imperative to permit a year’s wait while the plan was de- 
veloped and its financing provided. To permit quicker 


Hildeman, 
Lang, Chicago, 
of the 


to right: W. F. 
ciation; Wm. J. 
Cannon, Sr., president 


Illinois state 





Illinois advocates of permanent office at the Indiana convention. 
president Illinois Master Plumbers’ 
national 
Chicago association and former national 
president 


Holds Short Course 





the delegates 


voted to have the new 


results, 


officers employ an or- 
will at 
the 
association, and at next 
the di 
rectors are to submit a 


ganizer who 


tempt to build up 


meeting 


year's 


plan and budget for a 


permanent office and 
secretary. 
For the first time, a 


short course in plumb 
ing problems was held 
in conjunction with 
the 
taking place at Purdue 
with lec 


meeting, sessions 


University 

Left 
Asso- 
Joseph W. 


tures being given by 
both Purdue Uni 
versity of Illinois pro- 
The plan was 
wel 


and 


director, and 


fessors. 
enthusiastically 
comed by the delegates, practically all of whom stayed 
through for the extra two days’ educational course while 
a number of non-members came on to attend the lectures. 
A complete summary of the course is given on page 30 
of this issue. 

James H. Daniels of 
ceeding J. A. Gallivan of Muncie, who had held the office 
for four years and did not stand for re-election. Orle 
Clevenger of Muncie was elected vice-president, and J. A. 
LaMere of Hammond was again selected as secretary and 
Mr. Gallivan and Omar Morgan of Indianapolis 
were Frank Daly of East Chicago 
and A. C. Sandberg of Lafayette, retiring vice-president, 
convention at 


Gary was chosen president, suc- 


treasurer. 


chosen as directors. 


were selected as delegates to the national 














Left to right: 


elected president, and J. A. Gallivan, Muncie, Ind., retiring president, of the 





A. C. Sandberg, Lafayette, Ind., retiring vice-president; James H. Daniels, Gary, Ind., newly 


Indiana Society of Sanitary 


Engineers 


25 
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Part of the delegates and visitors at the Lafayette convention 


with John Orth of Lafayette and H. E. 
Elkhart as alternates. O. H. Hoff of Brazil 
sergeant-at-arms West Baden 


1927. 


Louisville in June 
Shreiner of 
elected 
as the meeting place in 


was was chosen 


DIRECTOR LANG 
N HIS address, William J 
| selected by Henry E 
represent the National Association at the Indiana meeting, 
told briefly 


TALKS ON PERMANENT OFFICE 
Lang, the national director 
Longley, national president, to 
of the work now being done by the National 
of Master called 


the splendid work of the apprenticeship committee under 


Association Plumbers. He attention to 





Arguments for Official Publication 
—By Wm. J. Lang 


National William J. 
lowing argument in favor of an association bulletin, 


Director Lang read the fol- 
after expressing his opinion that no business paper 
His 


would consent to publish such a statement. 


argument follows: 

“No organization worthy of the name, is complete 
without an official publication. No movement can be 
a success unless supported by a publication devoted 
to the attainment of the purpose or purposes of such 
movement. In fact no factor is more essential to 
the success of an organization, particularly an or- 
ganization with a widely scattered membership, more 
requisite in establishing unity of purpose and senti- 
ment than a live and up-to-date official organ. An 
official publication, only constitutes the most 
economical, profitable and at the same time most 
effective instrumentality for the dissemination of im- 
portant information, official and otherwise amongst 
the members of the organization or movement it 
represents, but is also a specially official agency for 
advancing its principles and promoting its aid. 


not 


“One of the most fatal and most common weak- 
nesses among men who would like to achieve great 
success is hesitancy in making a decision. Many 
men othérwise capable, shrink from making deci- 
sions asf it were a curse. They always prefer to 
put off rather than to decide to act. There is no 
sound reason to hesitate in this matter. We must 
be progressive if we want to keep out of a rut—the 
only difference between a rut and a grave, is the 
width and depth.” 
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of the Indiana Society of Sanitary Engineers 


the of John A. Quinn of Philadelphia 


Scholarships for sons of master plumbers, recently made 


chairmanship 
available at the Carnegie Institute of Technology, are beg- 
ging for claimants and Mr. Lang urged master plumbers 
to have their sons take advantage of this educational op- 
The of ethics, offered at Portland last 
year is now being studied by competent attorneys in prep- 
aration for resubmission at Louisville in June. 

the 
ever held. 


portunity. code 


He promised that Louisville convention would be 


one of the best 

Mr. Lang then told the Indiana delegates of his reasons 
for advocating a permanent office and a paid secretary for 
the National of Master Plumbers. He 
that President Longley is giving 90 per cent of his time 
to National affairs. Although Mr. 


Association said 


Association Longley 





—— a 


William J. Woolley, vice-president, Wolff Manufacturing Cor- 

poration, Chicago, and former manager of the Trade Exten- 

sion Bureau, and William G. Bergner, who succeeded him as 
manager of the Bureau, at the Indiana convention 


could afford this sacrifice, according to Mr. Lang ten past 
presidents have either gone bankrupt, quit the business or 
are working at day labor although Mr. Lang felt all of 
them were capable and prosperous business men before 
taking the office. 

Indiana, as he recalled, had never been 
national conventions, a fact which did not surprise him as 
many members who pay $1,500 in annual dues to the Chi- 
cago local never attend a national meeting. Mr. Lang felt 


strong at 


that the National Association must be made worth while 
their 


Associations in his opinion depreciate in value 
members as one goes up the scale, that is, many are I1- 


terested in local organizations, a few in state socie' and 
practically none in the National Association. 
Mr. Lang then told the delegates of the work ! the 
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Another section of the delegates and visitors at the convention of the Indiana Master Plumbers at Lafayette 


special committee which had investigated the plan for a 
permanent office, and which led to the decision by the 
National Board of Directors to report such a plan favor- 
ably, provided it could be financed from among the mem- 
bers. Mr. Lang personally did not see how the per capita 
tax could be raised unless the members got something 
worth while from their membership in the National Asso- 
ciation. The Master Plumbers’ Association is one of the 
oldest in the building trades and yet all of the others have 
a permanent office and a permanent secretary. Mr. Lang 
said he would like to see the shop and business place of a 
man who would oppose the permanent office plan. 


SAYS J. W. CANNON, SR., IS NOT A CANDIDATE 

LLINOIS and Chicago have no selfish motive in leading 
I a campaign for a permanent office as they do not care 
where it is located. He referred to comments that the cam- 
paign was dictated largely by the désire to make Joseph W. 
Cannon, Sr., permanent secretary at the $15,000 a year 
salary already agreed upon, by asserting that Mr. Cannon 
could not be obtained for this position. Mr. Cannon is 
now drawing $10,000 a year from the Chicago local asso- 
ciation. According to Mr. Lang ‘“‘the National Association 
could not get Joe Cannon, as Chicago needs him.” 

Mr. Lang stated that A. C. Eynon of Canton, Ohio, for- 
mer National President, had told at Portland last summer 
that Ohio was too poor to have state representatives at 
Portland and had to rely on delegates who could pay their 
“Yet with that kind of an organization,”’ 


” 


own expenses. 
said Mr. Lang, “Mr. Eynon opposes a permanent office. 
A Philadelphia delegate had also opposed the suggestion 
although admitting that his own association could not 
afford to buy a tire for its secretary’s automobile. These 
are only a few of the arguments, according to Mr. Lang, 
which he will bring out at Louisville. 

In his outline of his own plan to provide the additional 
money required by the permanent office through starting 
an association bulletin, Mr. Lang made the prophecy that 
in four years’ time such a bulletin would be showing an 
annual profit of $100,000. He read his reasons for advo- 
cating a permanent office and an official bulletin, this 
Statement being given in full on page 26. 

Mr. Lang asked how the association members could 
learn what manufacturing and wholesale companies were 
doing in different parts of the country unless a permanent 
Office is established. “If we decide to have a permanent 
office,” he said “75 per cent of the troubles of our busi- 
ness would be corrected before the office even started.” 
He told of having to go to Louisville to find out that a 
company to which he had given two or three good orders 





was not following accepted trade practices in that city 
In the same way, he had to come to Lafayette to find out 
that the company from which he buys nearly 90 per cent 
of his supplies is rated as unethical in Lafayette. 

At West Baden two years ago when he advocated the 
permanent office, Mr. Lang said he did have Joseph W 
Cannon, Sr. in mind for the paid secretary as ‘“‘the office re 
quired a real man, one having the confidence both of the 
manufacturers and the master plumbers 
ident, how many manufacturers would deal with me? In 
the first place they would not know what I would do and 


If I were pres 


secondly they would know I would soon be out of the 
office.”’ 














Top picture: Members of the Lafayette convention committee, 
left to right: A. E. Werkhoff, Jr., A. W. Werkhoff, Zip 
Bylama, A. C. Sandberg, John Orth, Wm. Headson, Victor 
Larson and Earl Cass.—Middle picture: The Munecte, Ind., 
delegation.—Bottom picture: Some of the Indianapolis, Ind., 
delegates 
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Five years from Mr. Lang predicted the master 
plumbers will be only labor agents, unless a permanent 
office is provided to look after their interests. As affairs 
are now run, President Longley located in a town just a 
from the Atlantic Ocean has a $5,000 a year 
to help him look after 11,000 members. Then 
after the Louisville meeting, if Vice-President A. J. Wilson 
this will pack the national 
office on his back and go to the Pacific ocean. ‘‘You may 


now, 


few miles 


secretary 
is made 


president, secretary 





Mr. and Mra. C. N. 
H. H. Heuck and C. H. Maloney, of Gary, Ind.— 
Mrs. and Mr. J. B. Rochford, of Gary 


Top row, left to right: Gill, of Gary, Ind. 


—Middle row: 
Sottom row: 


have got two letters this year from your national office,” 
continued Mr. Lang, “while last year you got none.” 
Under a permanent office plan, Mr. Lang said the mem- 
The 
manager or secretary would be under the board of direc- 
The directors under the present plan, he felt, could 
not talk freely to the president who had selected them for 
that office or insist upon various affairs being followed up 
thoroughly but the directors would have this freedom of 
conduct if they were talking to a salaried employe. 
deal of politics by different 
members of the National to Mr. 
Lang. In confirmation of this statement, he said he had 
just heard that a man who already had run three times 
candidate for that 


bers would select their officers just as they do now. 


tors, 


being played 
according 


is 


A great 
Association, 


for national vice president will be a 


office again this year. 


H 


Illinois and surrounding states. 


IS OPPOSED TO STANDARDIZATION 
E told the Indiana Society of the decision of the IIli- 
nois Association to inaugurate a permanent office for 
He felt that if Illinois in- 
itiated this plan, the results would be such that the Indiana 
Society would quickly join. Mr. Lang stated that he 
opposing the standardization program, being practically 
the only director standing out against this project. He 
felt the work originally was intended to secure plumbing 
localities where these were needed but that it 


is 


codes in 


had been carried too far and would result in any handy 
man being able to do work which now requires a skilled 
journeyman 
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ILLINOIS VISITORS DISCUSS CENTRAL OFFICE 


OSEPH W. CANNON, SR., in his talk strongly advocated 
J the adoption of the permanent office plan, expressing 
the opinion that as a former National president he was wel] 
qualified to see both its advantages and disadvantag: He 
stated that when he took the office, he had hired a man and 
sent him to Philadelphia to learn in one week how the 


office was conducted. This man then returned to Chicago 
with the correspondence and records thrown together in 
old trunk tied with It -took Mr. Cannon 
or three months to start a new system of books, the 


an ropes. two 
old 
records being in bad shape and kept from falling apart 
by strings. He had then made a campaign for member- 
ship, having sent out six letters. This membership drive 
had not been kept up after he had left office, no letters at 
all the last year. A new 
president has only a general idea of what his predecessor 
has done, takes four or five months to get organized and 


then a few months later goes out of office. 


being mailed to membership 


He told of the work being carried on by the Chicago 
Mr. Cannon also said that he heard a great 
deal of unethical business practices by manufacturing and 
wholesale companies but that the corrective is in the mas- 
A position was taken 
vears ago against making sales without labor but Chicago 


association. 


ter plumber’s own hands. some 
is now ready for a campaign to sell supplies without labor. 

William F. Hildeman, president of the Illinois 
ciation said he had been invited to the Indiana meeting by 
Mr. Lang. Mr. Hildeman felt that Illinois had made 
progress in organization work and told of the heating and 
plumbing research studies being supported by his asso- 
One hour spent in organization work is worth 
more than a week used up in estimating on jobs that will 
not show a profit, Mr. Hildeman pointed out. 
meetings are of real value although many members over- 
look such meetings but keep appointments for trivial and 
unprofitable jobs. 


Asso- 


ciation. 


Association 


Chicago is spending $60,000 this year in organization 
work and in the state of Illinois $160,000 will be spent 
for members of the trade. When he took over the Illinois 
presidency a few weeks ago, he found tht the permanent 
knew all of the details so that the work was 
promptly resumed. He felt a similar benefit would result 
office for the National 


secretary 


from establishing a permanent 
Association. 


The resolution in favor of a permanent office, as adopted 


by the Indiana Society of Sanitary Engineers, is as 
follows: 
“Be it resolved, that the Indiana Society of Sanitary 


Engineers in convention assembled at Lafayette, March 8, 
9 and 10, 1926, after the 
project of establishing a permanent office of the National 
Association of Master Plumbers of the United States and 
that the delegates to the National Convention to be held 
in Louisville, Ky., in June, 1926, be instructed to vote for 
and support the resolution for the same.’’ 


due consideration endorses 


The only talk in favor of the resolution pledging In- 
diana’s support of the permanent office plan was made by 
Charles H. Maloney, chairman of the resolutions commit- 
tee. He felt that this change should have been made years 


ago. The national association membership consists largely 


of men raised from journeymen and not schooled as busi- 
ness men. Business methods have changed and he felt 
the national association must forget its ‘‘fogey ideas.” He 
thought it was an advantage to have the same man in 
office year after year. 

The resolution which is designed to permit tensive 
organization work for the Indiana society during next 


(Continued on Page 82) 
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N6.800x45 Bull-Dog’ Seat 
Satin Var 





Célways 


First to manufacture Toilet Seats in America. 
First to construct an All-Wood Mitre-Joint. 


First to design an unbreakable hinge, showing no 
metal on top or bottom of seat or cover. 


First to successfully apply a lacquer finish to seats. 





First to issue an understandable, illustrated price 
list. 


No. 900x 90 Star Seat 
Satin Var 


First to simplify the jobber’s figuring by a com- 
prehensive, country-wide freight allowance 
system. 

First to give the jobber the benefit of personal 
representation direct from the factory. 


First to have one price for All—from Maine to 
California, from Washington to Florida. 
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N0.775x20 Bull-Dog’ Seat 


Satin Var 


And the Jobber who handles “Heap” seats is 
First in Sales. 
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Grand Haven , Michigan Trenton, CNew Jersey 
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Indiana Conducts 


First Short Course 


Purdue University, Lafayette, has charge of successful 
plumbing and heating program 


HE INDIANA 
of Sanitary Engineers, 


Society 


Purdue University, and 
A. C. Sandberg, chairman, 
John Orth and Charles 
Thoennes, Lafayette, Ind., of 
the educational committee, 
are to be congratulated upon 
the successful completion of 
the educational conference in 
plumbing and heating held in 
the university buildings at 
Lafayette, March 11 and 12. 
This was under the direction 





_ — ’ of the University Engineer- 
Prof. W. A. Knapp ing Extension department of 
Purdue University of which 

Prof. W. A. Knapp is the head. The university officials 


who had charge of the course and the master plumbers 
and heating contractors of the state of Indiana 
pleased with the attendance at this, the first 


were 
particularly) 
ating short course in the state. 

the example with their 


plumbing and he 
The University of Illinois set 
hort course in plumbing and heating in 


was followed by short courses at Carnegie 


university 
1923 Thi 
Institute of Technology. Yale is now considering a sim- 


ilar course and it is reported that the University of 


Nebraska is also planning a short course for plumbing 
and heating men. 
Prof 


ion work at 


Knapp, who has charge of the engineering exten- 
Purdue University, made preparations for 
an attendance of fifty At the first session of the two- 


day’s instruction, ninety-two men registered It was noi 
long until the number had risen to over one hundred, and 
at one of the lectures, those in attendance numbered over 
one hundred and forty. 

Whether or not a similar conference will be 
1927, 


master plumbers and heating contractors of Indiana, ac- 


held at 


Purdue University in depends entirely upon the 
statement of the head of the Engineering 
shown at this 


first short course would indicate that a plumbing and heat- 


cording to the 


Extension department The enthusiasm 


ing conference would be an annual feature of the activities 
ot the 


It was stated by a number, who attended the conference, 


Indiana society. 
that if the plumbing and heating men of the state appre- 


ciated fully what Purdue University is 


opportunity and make every master plumber and heating 
contractor in the state a university short course man 
They owe it to themselves and to the trade to put plumb 
ing and heating in a class with other recognized and 
academic sciences that have been taught in universities 
for sO many years. 

Early in the course, a movement was set on foot to 
recommend to the directors of the state society that the 
state convention be held at Lafayette in 1927 so that the 
take in the convention and the short 
course on one trip. This met with the approval of many 

The lectures and discussions throughout the course in 


members could 


volved analysis of the new Indiana plumbing code, analyses 
and recommendations regarding plumbing codes in gen- 
eral, explanation of research work on plumbing pressures 
and their relation to the siphonage of traps, the relation 
of the heating contractor to building construction and 
what he should know about building in order to be able 
to advise his customers on how to conserve heat, loss of 
head in pipes and fittings showing the various losses that 
occur, how they are caused and their extent, the measure- 
ment of fluids by the volumetric tank, the coordinate 
method, the venturi method, the orifice method, the weir 
method, the measurement of fluids by means of floats, by 
the use of the pitot tube and by various other measuring 
gauges manufactured for that purpose The 
subject of vapor and vacuum heating plants brought out 
a great deal of discussion. The second day of the course 
was devoted to water softening, sewage disposal for resi- 
dences. and thawing of water pipes by electricity. 


specially 


A STUDY OF STATE AND CITY PLUMBING CODES 

NE of the interesting features of the conference were 

6) the addresses of H. E. Babbitt, professor of sanitary 

engineering of the University of Illinois, who spoke on 

the subject of state and city plumbing codes. He ex- 

plained that the recently adopted Indiana state code is 
practically the Hoover code with a few differences. 

“A state code is supposed to be suggestive,”’ 
“It should not be air tight. It should not confine you to 
too great an extent to the particular things you should do 
A city code, on the other hand, should be complete. There 
should be no room left for doubt in the mind of any 
master plumber what the city code requires.” 

Prof. Babbitt spoke of the features of several codes, 
mentioning that a new code has recently been brought 


he said. 








> aaa 








doing for them, the Engineering Exten- © 
sion department would be overwhelmed 
with attendants at the 1927 conference. 


J. | eT 4 








While all instruction at this confer- 
ence was furnished without charge, not 
even a registration fee, attention was 4A 
called to the fact that frequently people 
do not fully appreciate what they do 
not pay for. However, the educational 
other leaders in the 
Indiana society hope that the sanitary 
engineers of Indiana will rise to this 


committee and 
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The Beaton & Cadwell ; 
a No. 10 The plate that 1S 
imitated but can 
not be duplicated 


Insist on the ‘Original Perfection No. 
10.’ Order by this name and number, 
see that plates are labeled Perfection 
No. 10. Do not accept imitations. 


The widespread use of hinged floor and 
ceiling plates is unquestionable proof of 
their convenience and superiority. 


Beaton & Cadwell Original ‘‘Perfection”’ 
No. 10 Plates are specified by leading 
heating contractors for their most im- 
portant jobs. 


Be sure to order them by name and insist 
on getting them. Your jobber can sup- 


ply you. 


Practically our entire line of floor plates, 
The Standard of air valves, towel bars and flush valves 


Comparison for are shown in the 1926 DOMESTIC EN- 
Floor and GINEERING CATALOG’ DIREC- 


Ceiling Plates TORY, pages 484, 285 and 941. Re- 
prints are punched to fit T. E. B. Loose 


Leaf Catalog. Supplied on request. 


ATON & CADWELL MFG.CO. 


Gstablished /894 
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Here Is Dependable Automatic Control for Indirect 
Heating Systems in Buildings and Factories 





DAMPER~W_ 
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WARM_AIR 
DUCT REGITHERM 


STEAM SUPPLY 
~ 


FILTER 
N2. 942 i ; | 
SYLPHON ee ae 
TEMPERATURE ; ol | 
REGULATOR Ht Ih ee: 





a No. 11 Sylphon Regitherm Controlling COLD AIR’ 


Outer Stack at 40°F. LVE NTAK 
No. 942 Sylphon Regulator Controlling INTAKE 
Inner Stack at 70°F. 








Regulators, Easy to Install, 


Maintain Desired Temperatures 








In the installation shown above, a No. 11 Sylphon Regitherm (set at 
40°F.) controls the steam supply to the outer heating stack. Whenever 
the outside temperature falls below 40°F., the Regitherm automatically 
opens the steam supply to this stack, supplementing the No. 942 
Sylphon Regulator which is installed on the inner stack and maintains 


4 the warm air supply in the duct at 70°F. 
The three-part construction of these two Regulators makes installation 
an easy matter, because only one part has to be handled at a time. 




















The well-known Sylphon Bellows is the expansion unit in these instru- 
ments. Thus the power required for their operation is generated within 
the regulator. There are no delicate or complicated auxiliaries to 
get out of order. You can safely install these simple, sturdy instru- 
ments for they will work without attention year in and year out, 
automatically maintaining 70°F. heating conditions, no matter how 
Bo. O68 Sten Penpeiue much the outside temperature may vary. 


Regulator, assembled above, and 
unassembled below, showing how 
easily the transmission unit is 











aa canadetatie land tip ane Ask for Bulletin KR-102 or Catalog KTR- 
of T-slot connections. 200 giving prices, dimensions, and many 


interesting detail drawings of installations. 








THE FULTON COMPANY KNOXVILLE, TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 








Sales Offices in: ¥ New York, Chicago, Detroit, Boston, Philadelphia 
and all the principal cities in U. S. 





Every genuine Sylphon bellows is 


drawn and formed seamless from a European Representatives: Canadian Representatives: 
flat sheet of specially prepared Crosby Valve & Engineering Co., Ltd., Darling Bros., Ltd., 
metal, with folds or corrugations 41-42 Foley Street, London, W. 1, England 120 Prince Street, Montreal, Canada 


formed to provide the greatest 
strength and flexibility. 
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out in the District of Columbia, ‘The Hoover code,” he 
said, ‘was published as a result of the research work of 
scientists, master plumbers and the Bureau of Standards. 
It was the result of a great deal of thought and study. 
So we should look with a great deal of suspicion upon 
any attempt to change what they have done. When the 
Hoover code is changed, as it doubtless will be in some 
instances, it should be changed with much deliberation 
and care. Look out for the man who bases his reasons 
for changing that code upon his experience with some 
particular job. 

“Let us examine the Indiana code, 


DOMESTIC ENGINEERING 


w 
w 


Many master plumbers are confused by the terms loop 
vent and circuit vent. The loop vent, it was explained, 
is a horizontal continuation of a vent and a circuit vent 
is a vertical continuation of a vent. Fig. 5 shows what 
is termed a loop vent. <A by-pass vent is shown at Fig. 6. 

Prof. Babbitt believes that there should be a clarity 
and a definiteness about plumbing codes which is very 
often lacking and he asked and answered questions as to 
“What 


is a non-siphon trap? What is a safe? What do the 


the definitions of various plumbing accessories 


words aspiration, vacuum, negative and positive pressures 





known as ‘Plumbing Rules and Regu- ¢ 





— C — 








lations Adopted by the Administrative 
Building Council of Indiana, May 26, 








1925.’ You will notice that it starts 

out with definitions. All of the stipu- A 
lations are technical stipulations. For 
a complete code I do not believe that 
would be sufficient, for the regulation 
and administration of it are equally 
important. A complete code should ° 
say something about a plumbing in- 
spector and his duties and possibly his 
compensation. I would recommend to B 
those planning a code that they start 

it off with information about the administration of the 


code. 








“Let us look at some of the definitions. See section 7 
on the trap seal. ‘A trap seal is the vertical distance be- 
tween the crown weir and the dip of the trap,’ but what 
is a crown weir? 

“A crown weir,” the professor explained, “is the highest 
portion of the inside bottom surface of a trap. See A, 
yw. i. 

“Section 8 says, ‘A vent pipe is any pipe provided to 

















\_@ Fig. 4 


mean in a plumbing system?” These and other features 


of the short course will be taken up in future issues of 
“Domestic Engineering.” 

In another lecture, Prof. Babbitt told of the research 
that has been conducted at the University of Illinois from 
time to time since 1909 and which culminated in 1924 in 
the publication of bulletin No. 143 on ‘Pneumatics and 
Hydraulics in a Plumbing System.” This was published 
in complete form in ‘Domestic Engineering’ in 1924. It 
gives the results of the most extensive tests that have 

ever been made on plumbing pressures 











wee 





























Fig. 5 


ventilate a building drainage system and to prevent trap 
siphonage and back pressure by equalizing the air pres- 
sure.’ But what is back pressure? I do not see it defined. 
Back pressure is any pressure greater than atmospheric 
pressure.”’ 

Prof. Babbitt went on to say that in his opinion, many 
codes are lacking in proper definitions. For instance, 
what is a back vent? His explanation of what a back 
vent consists of may be learned by a study of Fig. 2. Ina 
similar manner he explained the continuous vent, loop 
vent, wet vent, etc. ‘‘A continuous vent,” he said, “is a 
continuation of a waste line in a vertical direction. You 
Will often see the term crown vent used. That is the part 
of the trap where the direction of flow is changed from 
vertically upward to vertically downward.” Fig. 3 shows 
the crown vent. Letter A at the apex, is the crown. 

“It is a little difficult to say,’’ he explained, ‘in the 
case of Fig. 4, just where the crown is located, but a vent 
at either A or B would be a crown vent. However, I be- 
lieve the crown vent is not favorably looked upon by many 
codes and many sanitary engineers.” 





and provides information which should 
be studied by every organization that is 





undertaking the preparation of a 
plumbing code. By means of stere 
opticon slides, Prof. Babbitt described 
and explained various points in these 
valuable data. The bulletin may be pro 
cured from the University of Illinois 
for forty cents or it may be found in 
back issues of ‘‘Domestic Engineering.” 
Fig. 6 The lectures of Prof. J. D. Hoffman 

on heat losses in new and old buildings 

loss of head in pipes and fittings and measuring fluids by 
means of orifices and weirs by Prof. F. W. Greve; the 
lecture of Prof. C. H. B. Hotchkiss on steam and vapor 
vacuum heating plants; the lecture on water softening 
by Prof. H. O. Peffer, the address of Prof. R. B. Wiley 
on sewage disposal for residences and the instruction and 
demonstrations of Prof. D. D. Ewing on thawing pipes by 


electricity will be described in future issues 
REQUIREMENT FOR FOREIGN PATENT TO BE 
ANTICIPATORY 

FOREIGN patent is to be measured as anticipatory, 
A not by what might have been made out of it, but by 
what is clearly and definitely expressed in it An Ameri 
can patent is not anticipated by a prior foreign patent, 
unless the latter exhibits the invention in such full, clear, 
and exact terms as to enable any person skilled in the art 
to practice it without the necessity of making experiments 
—U. S. Circuit Court of Appeals, in Carson v. Company, 
4 Federal Reporter (2nd), 463. 
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Ask ’em to buy! 


HE ONLY MANU- 
FACTURER making 
the complete line of Heating 
Boilers from the tiniest Tank 
Heater, through the range 
: covered by Cast Iron Heat- 
no ee a ing Boilers of the Round 
wins ge argon and the Square Sectional 
types, up to and including : 2 
— of the largest sizes of Steel OW RADIATOR 
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Maine Association Approves New Code 


KE. S. Reid, Augusta, re-elected president; Members 
of State Board of Health address convention; 
Permanent office opposed 


HE Maine State Association of Master Plumbers has 
YT ve many interesting conventions, but the one held 

by that association on March 9th 10th, which 
was its 33rd annual meeting, was by far the most success 
ful, both from the standpoint of the progress made and 
as a social event. This year’s affair took place in Portland, 
For 
some time the State board of health has been preparing a 
plumbing the the 
plumbers, and this important question came in for a great 
deal of discussion. J. Preston Perham, Boston, Mass., 
urged that more attention be given the vital problem of 
of “apprentice schools in the 


and 


Me., and headquarters were at the Falmouth hotel 


new State code, with aid of master 


providing a greater number 
was ready to co-operate with the master plumbers. 





J. Preston Perham, of Bos- 
ton, National director, who 
the Maine con- 
vention 


E. 8. Reid, of Augusta, re- 

elected president of the 

Maine State Association of 
Master Plumbers 


nddressed 


vocational director, department of education, State of 
Maine, also talked on the apprenticeship problem. Mr. 
Patrick said that new methods were needed in the training 
of apprentices, and that the State department of education 
Was ready to co-operate with the master plumbers. 


OFFICERS ELECTED 
S. REID, of Augusta, Me., was re-elected president 
kK. of the State association and was in charge of the 
Noyes, of Presque Isle, was elected 
Donovan, of Winthrop, 
treasurer, for 


meeting. George T. 
vice-president. J. E. 
secretary, and H. S. 
the year 1926. The following committees were appointed: 
Credentials: Frederick Wheeler, Portland; Frank Hazel- 
tine, Pittsfield, and C. Madsen, Portland; auditing: Leon 
Hennessey, Augusta; resolu- 
Hatch, Livermore 


was elected 


Skillings, of Lewiston, 


Blaisdell, Gardiner, and J. J 
tions: A. P. Goodhue, Belfast; L. G. 


Falls, and John S. Webb, Portland. 


ALL MASTERS SHOULD HAVE LICENSE 
Rk. C. F. KENDALL of the State board of health ad- 
PD dressed the convention on the importance of a new 
Plumbing the inhabitants and the many 


code to protect 


3 


wn 


thousands of visitors that come to Maine each year. Hi 


advocated that legislation be passed to compel al 


plumbers to pass an examination by the state board of 
health. 

Dr. E. P. Goodrich of the State board of health stressed 
the importance of a state law covering the registration 
of all master plumbers, and advised a_ self-supporting 
board. He offered a suggested code in which every present 
master plumber who could answer a questionnaire as to 
his knowledge of the business would be entitled to registra 
tion without passing an examination, but all master plumb 
ers who did not have a proper knowledge of the business 
should be compelled to pass an examination as well as all 


persons desiring to become master plumbers in the future 


He advised appointing a committee to present this matter 


to the next legislature 

Dr. Thos. Tetreau also emphasized the importan of 
licensing all master plumbers and pointed out how indeti 
nite the present State laws are He pointed out that the 
Supreme Court of the State of Maine } hat 
plumber was one who installed pipe and fittings for con 
veying water, sewerage or gas, and this decision te ed 
to emphasize the importance of the pluml ! 
in the community 

John Kerngan moved that a comn f b " 
pointed as a legislative committee to ft t t adopt 
of the proposed bill to license master ] ! The mo 
tion was passed and the president giv power to 
select five men to secure the adoption of t bill 

OPPOSE PERMANENT OFFIC! 
N THE motion by E, A. Wheeler, of Portland 

6) resolution to be considered at the next National 


vention pertaining to establishing a permanent 





Stute Association of 


Maine 


At the annual convention of the 
Master Plumbers, held recently at Portland, Maine. 
left to right: J. M. Griffith, of Thompson-Durkee Co., 
Mass.; L. P. Carter, of Bar Harbor, Me.; P. A. Mahoney, 
sergeant-at-arms, of the Maine association, and ©. M, Taber.— 


Top row, 
Boston, 


Bottom row: Geo. H. Wilson, of National Trade Extension 
Bureau; L. G. Hatch, past president of Maine association; 
Dr. E. P. Goodrich, district health officer, Lewiston, Me., and 


Dr. C. F. Kendall, state commissioner of health 
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TIME IS WORTH MONEY—SAVE IT 








Give Him 
a Chance 





IVE a good fitter good equipment and he 
becomes a better workman. 


Give him inefficient equipment and he’s no 
better than the average. 


One of the simplest, quickest, and easiest 
ways to make your men capable of earning a 
profit for you on the work they do is to take 
away handicaps — remove the things which 
cause them to delay the work and waste time. 


If they are using loose dies and bushings they 
waste time hunting for the loose parts, and 
changing them. 


Why not do away with every time wasting 
expense you have in your business — take an 
extra profit on the time saved. 


And don’t forget that Beaver Self-Contained 
die stocks will save the time previously wasted 
with loose parts, and turn that time back to 
you as extra profit. 


The full line of Beavers, 4 to 12 inches is 
covered in the catalog. Why not get a copy 
for your files. 


The Borden Co. 


510 Dana Avenue 


Warren, Ohio 





exam BEAVER ee 


Die Stocks Pipe Cutters 
The Easiest Way to Cut Good Threads 
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office was very freely discussed and the convention unani- 
mously expressed itself as opposing this resolution. 


WARNS AGAINST CHANGING LAWS 

PRESTON PERHAM, Boston, Mass., one of the direc- 
ff tors of the National Association of Master Plumbers, 
congratulated the State of Maine organization on the 
splendid progress it has made, and its large increase in 
membership during the past year. Mr. Perham presented 
regrets from National President Henry E. Longley on be- 
ing unable to attend the convention and assured the State 
of Maine association that President Longley was very much 
interested in the work being done in the State of Maine. 
He urged the convention to endorse, the State code that 
they were to consider later, and cited the State code of 
Massachusetts as being one of the best in the country, and 
a very forward move made by that State organization 
when they fostered its adoption. He warned the conven- 
tion on advocating legislation to consider seriously the 
vagueness of some of the laws, stating that thought and 





At the annual convention of the Maine State Association of 
Master Plumbers, held recently at Portland, Maine. Top row, 
left to right: N. M. Knudson, Portland; Frederick Steeves, 
of Walworth Manufacturing Co., Boston, Mass.; Geo. P. Noyes, 
Presque Isle, Me., wice-president, Maine association, and 
Homer Fraser, of R. B. Dunning & Co., Bangor, Me. Middle 
row: B. Young, of Auburn; J. KE, Donovan, of Winthrop, sec- 
retary of Maine association, and J. T. Kerrigan, of Lewiston, 
director of Maine association. Bottom row: J. J. Hennessey, 
of Augusta; Eugene W. Goss, of Lewiston; F. BE. Wheeler, of 
Portiand, chairman of entertainment committee 


consideration should be given in advocating legislation 
pertaining to the plumbing and heating trade that they 
do not advocate any law that would conflict with the 
master plumber, journeyman and the public, as in many 
Cases, separate laws are necessary for each class. He 
urged them to back up apprenticeship work, by co-operat- 
ing with the work being done by the schools, and also 
laid great stress on the development and training of boys 
that are now employed in the various shops. Mr. Perham 
pointed out the many advantages pertaining to the new 
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scholarship at Carnegie Tech, Pittsburgh, and explained 
that the course could be taken by any boy who could 
afford to pay his way, but that the special scholarship 
privileges were for the benefit of the sons of master 
plumbers. He explained the work of the standardization 
committee of the National Association, and pointed out 
the progress that has been made in co-operating with 
manufacturers and the efforts being put forth by that com- 
mittee to have all blueprints marked so that they could 
be understood by architects, manufacturers and contrac- 
tors, in the same sense He emphasized the importance 
of the trade, picturing the plumber as equally as import 
ant a factor in his community as the doctor, and stated 
that plumbing has been carried on in recent years at a 
faster rate of progress than most any other of the skilled 
trades. He urged the members to take advantage of the 
good work being carried on by the Trade Extension Bu 
reau throughout the country, and told them to stand 
up for quality and combat the saying, ‘The lowest bidder 
gets the job,’’ by talking quality in material workmanship, 
and in the careful manner in which they conduct their 
business. 


ADOPT NEW CODE 

A. WHEELER, of the sanitation committee, submit 
EK. ted copies of the proposed State plumbing code, 
modeled after the one drawn up by the Hoover committee 
for general adoption throughout the country, and urged 
the members to strive for its adoption by the legislature 
On the motion of E. W. Goss, of Lewiston, the State code, 
as submitted by the sanitation committee, was formally 
adopted by the Maine State Association of Master Plumb 
ers. 

E. J. Jordon, one of the pioneer plumbers of the State, 
as well as one of the organizers of the State board of 
health, pointed out the advances made in plumbing in the 
State He said that in 1874 the odor of obnoxious gases 
in the kitchen of his home was so bad that it was impos- 
sible to enter the room. He said that this was all due 
to faulty installation, and that in order to remedy the 
trouble he vented the waste pipe through the roof, which 
was the first time that this was done in Maine 


STATE PLEDGES AID IN APPRENTICE TRAINING 

‘N E. PATRICK, vocational director, department of edu 
WJ, cation, State of Maine, talked on‘‘Apprenticeship.”” Mr 
Patrick 
all trades, pertaining to the development of apprentices, 


pointed out that the revival of interest among 


was very noticeable. He contended that new methods must 
be followed in the training of apprentices, and that better 
results can only be obtained by co-operation among em 
Patrick 


stated that the training of apprentices should be under 


ployers, workmen and school authorities Mr 


State or City control, and that those eligible should be 
young men over sixteen years of age and under twenty-one 
years of age. He cited the good work that is being done 
in Cleveland, Ohio, under control of an apprenticeship 
committee, and urged the members to take more interest 
in the training of apprentices in the plumbing and heating 
trade, by co-operating with the State department of edu 
cation by forming in various cities apprenticeship commit- 
tees to supervise this work. 

Mr. Patrick submitted a copy of proposed rules for the 
governing of apprentices in the plumbing and heating 
trade in Portland, Maine, for the consideration and perusal 
of the master plumbers in other cities He assured them 
that the State department of education would co-operate 
with them and urged them to call on the department of 
education for any assistance pertaining to the training 
and development of apprentices 
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PROCESSES 
talk on Hot 
illustrations 


EXPLAIN MANUFACTURING 
gave an 


*LMER S. STACK 
4) Water for Use 
# a 


Domestic 
answered many questions that have 


interesting 
and by 
been submitted to him 


using 


pertaining to the problem, “When should a plumber rec 
ommend an indirect heater?’’ A. A. Gathman, of the 
A. M. Byers Co., Pittsburgh, Pa., talked on the manufac 
ture of wrought iron pipe, and showed a motion picture 
illustrating the process of its manufacture Howard K 


American Brass Co., 


the manufacture of 


the 
film on 


and Edward L. Rugg, of 


Ryan 


Waterbury, Conn., showed a 


brass pipe 


POINTS OUT NECESSITY OF ACCOUNTING 
~ EO. H. WILSON, of the National Trade Extension Bu 
J ireau, talked on the the 
the Bureau, and explained to the members the 
He pointed 


work being done throughout 
country by 


value of accounting in running their business. 


out that the Master Plumbers’ Association could be of 
very great service and help to its members and that in 
turn the members could be of great assistance in giving 


the 


as a business man, 


service to the association He advocated that master 


himself to the public 
plumbing 


plumber advertise 
that 


and laid stress on higher education among the trade. In 


stating sanitation and were synonymous, 


pointing out the value of accounting to the master plumber, 
Mr. Wilson showed that in many cases the man not keep- 


proper higher than the 


man who kept permanent cost and accounting records He 


ing records paid a income tax 


showed where the man with a clear concise financial state 


ment showing true conditions of his business, is recognized 


by bankers and business men, and that bankers always 
judge the borrower on his ability to keep track of his own 
affairs He urged the members to have a prepared finan 
cial statement made in advance of any consultation with 
the banker, and pointed out the value of taking a phys 
ical inventory at least once a year. Mr. Wilson stated 
that less than 2 per cent of the failures during the year 


1925 were caused by competition, and that out of 2,200 


failures in the United States, among all trades, 91 per 
cent were caused by the lack of proper records, and that 
the period of reckless buying had passed. The man who 
conducts his business along the most proficient lines will 
be the one to profit by the change, said Mr. Wilson He 


urged that more attention be paid to cost records and less 
attention to competitors, and that while the plumber pro 
plumbers think they 
the 


individual 


the nation, many 
their health, 
item of 


health of 


only 


tects the 


are in business for and he urged 


members to charge cost to each 


He stated that 


owes it to 


every 


job every man in the plumbing and heat 


ing business his family, his customers, his 
creditors and himself, to keep records of his business on 
paper where he may know at all times how his business is 


progressing 


RESOLUTIONS 
ESOLUTIONS were presented by the memorial com 
mittee on the death of Past President Thomas W. 
Kerrigan, of Lewiston, and J. F. Kelly, of Gardiner, and 
the committee was instructed by unanimous vote of the 


members to send a copy of the resolutions to the families 


of the deceased 

On a motion of Secretary J. E. Donovan, a vote of thanks 
was given to the members of the Portland association, the 
plumbing and heating jobbers and manufacturers, A. M. 
Byers Co., American Brass Co., and the trade press for 
their co-operation in making the convention the most suc- 
cessful ever held by the Maine State Association. 

P. A. Mahoney of Portland, was appointed a committee 
the greetings of the members of the 


of one to present 


March 20, 1926 
State association and to send flowers to David Calho of 
South Portland, past treasurer of the association, who 


has been ill for the past year. 

President Reid read a communication from the ch ber 
of commerce of Portland, extending the hospitality of the 
City of Portland to the members of the State of Maine Mas- 
A motion was passed to con- 
Stack, of Somerville, Mass 


ter Plumbers’ Association. 
tinue the services of Elmer S. 
in charge of the engineering department of the association 
for one more year. 


WOMEN’S AUXILIARY RE-ELECTS OFFICERS 


EDNESDAY morning the Women’s Auxiliary of the 
Maine State Association of Master Plumbers held 
its annual meeting at the Falmouth hotel, with the Presi- 


dent, Mrs. A. M. Madsen, in the chair. In the course of 
business it was voted to send the sum of $25 to the Na- 
tional Auxiliary towards the scholarship fund. Mrs. J, 


Preston Perham, of Boston, Mass., was requested to explain 
the National Association plan of apprenticeship training 
as developed by the Massachusetts Sanitary Club in New 
England. She also talked on the National Auxiliary 
Scholarship plan. 

All officers were re-elected. They are: Mrs. A. M. Mad- 
sen, Portland, president; Mrs. Ina Woods, Biddeford, vice- 
president; Mrs. Frank Davis, Portland, secretary, and 
Mrs. Leon Blaisdell, Gardiner, treasurer. new 
members were added to the roll. 


Several 





Steam and 


Plumbing, 
held 
before the master plumbers’ 
Frank S. Billings, treas- 


of the 
of Maine, 


At Salesmen'’s “Town Meeting” 
Metal Association of the State 
Dunscroft, Dunstan, Maine, just 
convention. Top row, left to right: 
urer; William Redmond; Ellsworth F. 
secretary; William Moore; N. M. Doten, past president; Capt 
R. C. Parker, financial secretary, and Allen M. Pierce, newly 
Middle row: L. V. Kuhnie, of Youngstow® 
Co., Ohio; W. J. Moore, of (0. 
Manchester, N. H.; R. E, Shepherd, of Obio 
Arthur Johnson, of Hayes Manu- 
Mullins, of Kobler Co. 
of Geo. Trudel Co., and 


recently at 


Hayden, recording 


elected president. 
Sheet & Tube 
E. Trudel Co., 
Brass Co., Mansfield, Ohio; 
facturing Co., Paterson, N. J.; E. A. 
Kohler, Wis.; Arthur Archambault, 
William Colson, of Woodward-Wanger Co., Philadelphia, P4 
Cc. H. Prouty, of Standard Sanitary Manufac- 
P. Murphy and Percy Quimby, 
Hall, 


Youngstown, 


Bottom row: 
turing Co., Pittsburgh, Pa.; F. 
both of C. M. & H. T. Plummer, Portland, Me., and Ff. G 


of Grinnell Co., Inc., Providence, R. I. 
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This ink test proves that 


DUROCK 


cannot be stained 





HE last word in fine lavatories. 

All exposed parts of Durock— 
no metal to polish. Integral com- 
bination hot-and-cold water inlet 
giving a single stream of any desired 
temperature; large, square bowl; 
anti-splash rim; hooded overflow 
outlet, automatically cleansed. 









RAPHIC illustrations of the su- 
perior qualitiesof Durock are 
appearing regularly in magazines 
that are read by house owners. 


No owner of a home could see 
Durock advertising without be- 
ingimpressed—because it features 
points in which he is vitally in- 
terested. Of course he wants a 
ware that is so hard and glass- 
like that it cannot be stained. 
Of course he wants a ware that 
will not crack or craze or chip. 
And, of course, Mrs. Owner-of- 
a-home wants fixtures that are 
easy to keep clean and bright. 


And here is where you come in. 
No longer will you find it im- 
possible to sell the kind of equip- 
ment that will reflect credit upon 
you. No longer will you find 
price a bigger consideration than 
quality in the home owner’s 
mind. No longer will you be 
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OMMON writing ink will stain 
some lavatory-ware so that 
even scouring will not remove 
the stain until the surface of the 


ware is worn down to the depth 
of the discoloration. In this test 
a Maddock Durock Lavatory was 
filled with ink and left overnight. 
Next day the ink was drained 
off and the wash basin wiped 
out with a damp cloth, when 
the ware reappeared as spot- 





lessly and purely white as before. 
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forced to sell something which 
you are not certain will give last- 
ing satisfaction. 


Customer-satisfaction is the only 
foundation upon which you can 
hope to build permanent busi- 
ness success. And Durock ad- 
vertising will help you get it 
by making it easier for you to 
sell Durock equipment — the 
kind that will give lifetime satis- 
faction. Old customers will 
come back and will send new 
customers to you. 


You have everything to gain—a 
good profit on the sale and in- 
stallation, and the good-will of 
your customers. 


Sell Durock—and Durock will 
sell you. 

THOMAS MADDOCK’S SONS 
COMPANY Trenton, N.J. 











MADDOCK 


DUROCK Bathroom ©quipment 
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SLOAN VALVES 
are installed throughout the 
Athens Athletic Club 
Oakland, Cal. 
WILLIAM KNOWLES 
Architect 
CARL T. DOELL 
Plumbing Contractor 
R.W. KINNEY COMPANY 
Plumbing Fixtures 
If you can hold a flush 
valve open, you can 
waste around a gal- 
lon of water a second 
Bur— 
: Id 
you can’t ho a 
SL TTR arta 
Sloan Valve open 
SLOAN VALVE COMPANY 
CHICAGO 
With branches in the principal cities of the United States and Canada 
Royal Flush Valves 
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The 


Schoolmastefan His Class 


SOMETRIC drawing is attracting more and more atten- 

tion as a most excellent method of illustrating 

building construction, and this includes plumbing 
construction. 

As we explained in our article on “Isometric Drawing’ 
in the December 26 number of “Domestic Engineering,”’ 
isometric drawing has the advantage of showing clearly 
in a single view what can often not be so well shown 
with several mechanical views of the ordinary kind. 

In the article mentioned, we gave a simple problem in 


isometric drawing, and will take under consideration the 
several answers that have been received. 

The problem in question consisted in the making of an 
isometric elevation of the plumbing required for the two 
plans shown in Figs. 17 and 18 on page 26 of the Dec. 26 
issue. In some instances the work for both floors is shown 
in a single elevation, while in other cases a separate 
elevation is shown for each floor. 

The drawings received, are the following: 

Fig. 1.—J. S. Martin, Iron Mountain, Mich. 

Fig. 2.—-Walter Rohde, Sonoma, Calif. 

Fig. 3.—John L. Schinnagel, Jr., New York City. 

Figs. 4 and 5,-—Fred C. Speich, Tacoma, Wash. 

Figs. 6 and 7.—Chas. Musselman, San Francisco, Calif. 

Figs. 8 and 9.—E. J. Winterhoff, Haskell, N. J. 

Fig. 1 is an excellent piece of work, and shows in 
isometric the work shown in this problem in correct man- 
ner. Outside its merit as an.isometric drawing, the 
plumbing connections shown in Fig. 1 are as simple and 
effective as possible. 

Fig. 2 makes a different layout of the problem, the 
principal difference being the use of two vent stacks. The 
isometric work is good, about the only criticism being of 
the single lavatory on the second floor. The line-up of 
this trap is shown parallel to the trap of the lavatory in 
the bathroom, whereas it should be at right angles to it 
as in Fig. 1. The use of two vent stacks is an unneces- 
Sary expense for so simple a plumbing system as this, 
one such stack being ample. 

Fig. 3 is well done also, although we make the same 
criticism of the second floor lavatory, also the first floor 
lavatory, as we did in the case of Fig. 2. The top floor 
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Fig. 1 Fig. 2 Fig. 3 
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The Problem in isometric drawing published in December 
26, 1925, issue. 


lavatory does not require venting, and the wash trays do 
not require two traps 

In the case of Figs. 4 and 5, the horizontal line to the 
bathtub and to the laundry tubs is drawn at the right 
angle to the perpendicular, but the short branch wastes 
which run at right angles to these long horizontals should 
also be drawn at the same angle to the perpendicular, 
though in the opposite direction. Fig. 1 shows this point 
clearly. Lavatory A in Fig. 4 is a top fixture requiring 
no vent, and should be connected same as in Fig. 1. The 
direction in which the branch wastes of B and C are run 
in Fig. 5 is wrong, as may be noted from Fig. 1. The 
vent stack in Fig. 5 should not connect into the soil stack, 
but should be carried up to the second floor. 


To new members of the Class, tt should be explained 
the Plumbing Problems are published on alternate weeks 
in “Domestic I:ngineering.” Readers send in their solu 
tions. The solutions sent in over a period of four or five 
weeks are then published and commented upon in a 
“Schoolmaster” article. This is a “Schoolmaster’ article. 


IGS. 6 and 7 apparently treat the two floor plans as 

separate problems, whereas they were intended as one, 
as treated in Figs. 1, 2 and 3. In neither of the two 
floor plans is more than one stack shown, whereas in both 
Figs. 6 and 7 two are shown. 

A note accompanying Figs. 8 and 9 states that they 
represent a first attempt, and we want to say that they 
show a good understanding of the principles, but are lack- 
ing in proportion. The practice in isometric work is to 
lay off actual dimensions on the three axes. If this had 
been done in this case, the work would not be out of pro- 
portion. In the original floor plan, the distance of the 
laundry tubs from the stack, for instance, is much greater 
than of the toilet room lavatory, whereas the drawing 
shows them not much different. The under-floor piping 
for this fixture is not correctly drawn, and the direction 
and length of the toilet room water closet are also incor- 
rect. In the case of the bathroom toilet, the proportion 
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Preferred for Exacting Plumbing Since 1878 


















The Testing Rack Closed “Triumph” Combination 
for Built-in Tubs 











“Triumph” Compression Bibb , 
with Adjustable Flange | 


The Testing Rack Open 


Clow “Triumph” Faucets Did Not Drip 
After the Equal of Fifteen Years’ Service 


lo assure that Clow‘“Triumph’’ Compression And nota single ““Triumph’’ Faucet showed a 
sign of dripping or leaking. 


a eA 


‘Trimmings will render long and dripless service 
—samples were put through a test that more “These tests assure the architect or plumber that 
ane ‘4 ae ery - 
when he specifies or installs Clow“ “Triumph’’ 
ee sa Brass Trimmings he is giving his client or cus- 
A group of -“Triumph’’ Faucets were installed : ; a 
\ ‘1 ry é tomer a maximum assurance against dripping, 
ate ack, « strate > two pic- 
on a testing rack, as illustrated in the two pi quickly worn out brass goods. 
tures above. They were then opened and closed - 
aig And if trouble should develop, any plumber can 
more than 200,000 times under city water : . itiere.s cs eras : : 
; hx Clow “Triumph’’ Trimmings easily and 
yressure. i hale: ‘sie 
icamauai quickly. The units of similar fittings are stand- 
After the test wear on the seats and working  ardized to such an extent that they are readily 
units was accurately measured. ‘The wear was _ interchangeable. 
so slight, that to all appearances the’ “Triumph’’ — [n addition, Clow ‘“Triumph’’ Compression 
Brass Trimmings are popularly priced. 


than equalled fifteen years of actual service. 


ee c Pi) 
Faucets were ready for another 15 vear’’ test. 


JAMES B. CLOW & SONS, 201-299 N. TALMAN AVE., CHICAGO 
Sales Offices in Principal. Cities 
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The working unit 
TRIUMPH [133%] BRASS 
| readily interchangeable 
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Figs. 4 and 5 





Figs. 6 and 7 Figs. S and 9 


is again wrong, the branch being too long, as well as the 
lavatory next to it. 

In the same issue of “Domestic Engineering’’ as the 
foregoing problem appeared, December 26th, there also 
appeared on page 28 one of the regular drawing problems 
We have given out word that those who choose to do so, 
may work out these problems in isometric. This first in- 
vitation was accepted by five members of the Class, as 
follows: 

Fig. 10.—Jack O'Brian, Roundup, Mont. 

Fig. 11.—Jno. L. Schinnagel, Jr., New York City. 

Fig. 12.—Fred C. Speich, Tacoma, Wash. 

Fig. 13.—Chas. Musselman, San Francisco, Calif. 

Fig. 14.—“E. J. C.," Pueblo, Colo. 

These five drawings are considerably more difficult than 
those shown by Figs. 1 to 9, and moreover give a much 
more comprehensive idea of isometric drawing. We want 
to say also that the men who have made these drawings, 
have shown clearly that they are able to think things out, 
and to get the results set down on paper, and that is 
worth a whole lot. 

Fig. 10 is very well done indeed. The maker of it 
states that it is the first isometric he has ever tried, and 
that he had to work the problem out twice. He also 
states that he missed only one of the drawing problems in 
the whole year of 1925, and that was through an over- 
sight, and expresses great appreciation for the benefit re- 
ceived. Such a letter is certainly encouraging, for we are 
as anxious to do you good as you are to get good out of 
this work. 

This isometric view was taken by observing the floor 
plans from the lower right hand corner, and this corner 
is represented in Fig. 10 by the line X-Y. 

The two oblique axes, in this drawing and in one or two 
of the others, are close to being at the right angle, but 
just enough off to make us wonder whether the oblique 
lines are being drawn in the right way. To set this matter 
right, we submit Fig. 30. Here the three axes, which are 
120 degrees apart, one from the other, are represented 
by the lines A B, BC and B D, and the line of the T-square 
by GH. The oblique axes A B and BC will be drawn at 
the correct angle by using the 30 degree triangles as 
shown by E and F. 

Mr. O’Brian states that he believes in using % S traps 
on refrigerators, but did not know how to represent them 
in this drawing, and he also asked for the method of show- 
ing double drainage fittings We show these two features 
in the two details shown in his drawing. We have little 
to criticize. 

Fig. 11 is laid out in practically the same manner as 
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Fig. 10, the floor plans being viewed from the same angle. 
The original drawing included the fixtures, but these we 
have omitted, as we do not think it will pay to show them, 
at least at this stage of our study. 

In Fig. 10 stack B was used as a vent stack, and A asa 
soil stack, whereas in Fig. 11 both are used as soil stacks 
Strictly speaking, Fig. 11 is the more nearly correct in 
this, but it will be recalled that in some way, the stacks 
were shown on the floor plans in a different manner from 
what we had intended, and so we are making due allow- 


ance. By the way, it will be noted that Fig. 13 puts a 
still different interpretation on the stack locations, and 
really all are in a way correct, because considered from 
different viewpoints. 

The general features of Fig. 11 are O.K., but the details 
of the traps and waste connections as shown in Fig. 10 
are more. complete and correct. These two drawings are 
made on exactly the same angle. 


All that is required to become a member of this Cla 
, DD. 3) 
is to send in a solution of a Drawing Problem. Dr 
Problems are published on alternate wecks Study th 
next problem and send in your solution 
“~~ 
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THERMOSTATIC TRAP 


Conceived, designed and built to a purpose — the elimi- 
nation of trap troubles — the Milvaco Thermostatic 
Trap embodies in its detail of construction, principal of 

operation, and accomplishment of purpose, a standard 
synonymous to the Milwaukee Valve Company. : 


HIUUTHTTEITS Hl 


Backed by twenty-five years of manufacturing experience 
—A message with a meaning to the discriminating buyer. 


Bulletin No. 23 descriptive in detail of the Milvaco Ther- 
mostatic Trap will gladly be mailed you upon request. 


MILWAUKEE VALVE Co. 


MILWAUKEE, WISCONSIN, U.S.A. | 
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Fig. 11 


correction. In the first place, the outline of the floor 
plan in the original is square, whereas in Fig. 12 it ap- 
pears much greater in length than in width. The main 
branches appear to be taken off the stacks in proper 
manner, but the short branches to the separate fixtures 
in most cases, especially in those fixtures using P traps, 
branch in the wrong direction. Fig. 10 is clear on 
this point, and it would be a good plan to study this 
feature as a matter of comparison. Perhaps we can make 
the point clear in the following manner: The line A B in 
Fig. 12 represents the lower side of the floor plan, and 
the traps to the lavatories would most naturally line up 
at right angles to this wall. Reference to the drawing 
Will show that they are not so drawn. The bathroom and 
slop sink shown in the second floor plan, are here shown 
on the third floor. 

Fig. 13 is very well done. Instead of being viewed 
from the lower right hand corner, as in Figs. 10 and 11, 
this drawing is taken from the lower left hand corner. 

The offsetting of the main stack at three different floors 
is correct according to the plans, although as we have 
already explained, this condition was not intended. 


prow are several features about Fig. 12 that need 
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The connections of the top floor fixtures into the stack 

at the left, are omitted, and we believe this was done 
owing to the fact that the drawing paper was not cut large 


enough to take care of this part of the drawing 
This is a good drawing to study, in order to get a cor- 
rect idea of direction in which the short branches run, this 


seeming to be the chief difficulty in this work If pipes 
and traps were shown by double lines instead of single 
lines, the direction of the piping would stand out much 
more’ clearly, but the work entailed in making such a 


drawing would make it prohibitive 

Fig. 14 does not show the problem under consideration 
in isometric, but rather as a sort of perspective. 

Reference to our article on isometric drawing will show 
that the three axes on which the drawing should be made, 
should be at equal angles, one with the other, that is, 
these three angles should be 120 degrees each. Reference 
to Fig. 14, that the 
angles made by the axes A B, BC and BD are not equal. 
Another that the 
proper direction, Notwithstanding, 
idea of th 
In addition to the 


however, shows at a glance three 


not show 


drawing 


branches do 
the 


point is short 


gives a 


clear e general layout of the plumbing system 


foregoing, we find on hand quite an 


(Continued on Page 66) 
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The new Honeywell 15-20 
day clock Thermostat 
includes many exclusive 
ideas that greatly increase 
its service. It is equipped 
with an accurate thermo 
meter 








Vow Must Be 
Sure of Dependability 


The most important fact you want to 
know about automatic temperature 
controls is: Are they dependable? 


If you know they operate with unfail- 
ing regularity, you know neither you 
nor your customer will be bothered by 
service demands. 


Then you can recommend them with 
the utmost confidence. 

Consider the position Honeywell Con- 
trols have attained in the heating in- 
dustry. Note how many of the lead- 
ing heating plant makers use and en- 
dorse them. 

Note also that of the important do- 
mestic oil burners listed as standard by 
the Underwriters’ Laboratories, Inc., 
the majority is equipped with Honey- 
well controls. 


There could be no stronger or more 
convincing evidence of Honeywell de- 
pendability. 


Sold only through the regular channels 
of the trade. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators 
C) 


| nership. Horace W. White will continue the busin: a 


DELAWARE COUNTY, PA., ASSOCIATION PLANS 
ANNIVERSARY PARTY 

The Master Plumbers’ Association of Delaware ( nty 
Chester, Pa., will attend the next meeting of the P} .del- 
phia Suburban Master Plumbers’ Association in a body 
The meeting will be held in Upper Darby, Pa. The asso 
ciation is planning an anniversary dinner and dance for 
April 8th 


OUTLINE LEAGUE ACTIVITIES FOR NEXT TWELVE 
MONTHS 

A tentative outline of the activities to be sponsored by 
the Sanitation Development League in Los Angeles, Calif 
for the year 1926, was given out recently by R. H 
toemer, chairman of the league activities committee, as 
follows: Further support for the Metropolitan District 
sewer project; recommendation of the adoption of the 
“Service Club Plan” for the conduct of the league's reg- 
ular meetings; recommendation for raising an emergency 
fund of $400 to avoid the necessity of special assess 
ments; promotion of two yearly golf tournaments among 
members of the league, for which cups or other prizes 
should be given by the league; promotion of installations 
of public showers and comfort stations; suggestion of a 
scholarship of not more than $500 for the high school 
student writing the best essay on a sanitation topic. 


ST. LOUIS M. P. ASSOCIATION ADOPTS SLOGAN 

The Association of Master Plumbers of St. Louis, Mo., 
recently conducted a slogan contest amongst its members 
for the purpose of securing a suitable slogan for the use 
of the association and its members. One hundred thirty- 
three slogans were received, and three prizes were awarded 
The slogan selected as the best was submitted by Charles 
Obert: ‘‘Health, Your Greatest Need, Your Health, The 
Plumbers Creed.” Second prize was awarded to Geo 
Eichenlaub whose slogan was: ‘Sanitation, the Watch- 
word of Civilization.’’ Third prize was awarded to Joseph 
Knoll with the slogan: ‘For Health’s Sake, Sanitary 
Plumbing.” At the March 8th meeting of the association 
Mr. Obert’s slogan was adopted as the official slogan of 


the association. 4 


W onien’s Auxiliaries 


Jersey City Auxiliary Plans for Two Great Entertainments 
The Ladies’ Auxiliary of the Master Plumbers’ Associa- 
tion of Jersey City, N. J., have planned a theatre and sup 
per party for March 17th, and a Spring Dance and Festival 
to be held at the Masonic Temple, 835 Bergen Avenue, 
April 9th. Mrs. J. J. Corcoran heads the committee which 
has arranged for the affairs. 
Louisville Women’s Auxiliary Plans to Entertain Visitors 
The Women’s Auxiliary to the Master Plumbers’ Asso- 
ciation of Louisville, Ky., held a meeting at the hall re- 
cently. Both Mrs. J. H. Fleck, the president of the 
auxiliary, and Mrs. J. J. Bosemer, vice-president, were 
unable to attend because of illness. Mrs. Fred Scott was 
appointed temporary chairman. The meeting was devoted 
to planning for entertainment of visiting ladies at the 
national convention which will be held in Louisville next 
June. 





The plumbing and heating firm of White & Hand, 140% 
Providence avenue, Chester, Pa., recently dissolved part- 


the same address. Leon Hand will open a plumbing 4 


- 


heating shop at 5 Forrest View road, Parkside, Chester 
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John Hagerty 


sells a brass pipe job 


F the owner does not feel like paying the 
price of a brass pipe job, what do you do? 
Do you accept the verdict or do you at- 
tempt to show him the wisdom of getting 
a permanent trouble-proof job? John 
Hagerty sells brass pipe. 


John Hagerty is telling why he uses Alpha 
Brass Pipe: 


NG 


“I always recommend Alpha Brass Pipe 
for plumbing. Any well-made brass pipe 
is good but I believe Alpha is the best.” 


NS 


“Alpha Brass Pipe has more copper which 
gives it greater ductility and increases 
its resistance to corrosion and makes 


perfect bends.” 
NS) 


“This pipe also has more lead which 
makes it easier to cut and thread, and 
perfect threads mean permanently tight 


LY 


“Then too, the Chase Company, which 
makes it, stands solicly behind the pipe. 
Every length is trade-marked and I have 
the guarantee that it won’t season crack.” 


LY 


joints.” 


These comments come from information contained in our 


book on Alpha Brass Pipe. You may have a copy for the 


asking. 







LPHA 
rass Pipe 


CHASE COMPANIES 
INCORPORATED 
WATERBURY, CONNECTICUT 
Chase Metal Works ( eR M 
STOCKS: 

Chase Brass Companies, Inc., New York 
Chase Companies of New Jersey, Newark 
Ohio Chase Company, Cleveland 
Chase Companies of California 
San Francisco, Los Angeles 


OFFICES: 
Boston, New York, Philadelphia, Roches- 
ter, Pittsburgh, Chicago, St. Louis, Atlanta 
Members Copper and Brass Research Associatior 


F ghee BRASS PIPE contains only Alpha crystals 
which make a dense, ductile and tough brass that 
offers greater resistance to corrosive waters. Because it 
contains more copper and lead it makes better bends and 
cuts and threads easier 


CHase Companies, INc., Waterbury, ¢ 


I nd me fr f i Brass 
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It Is Easy to Make People 
Want Better“Standard Closets 


By talking closet facts you can easily make your customers want 
“Better” “Standard” Closets and get the added profits. 





Remind your customer that the closet is the connection between 
his home and the sewer. Explain how the seal in a Devoro, 
Purimo or Siacto gives him extra protection against sewer gases. 
Show him their large water area so that a single flushing makes 
them ¢lean and sanitary. Your customer will be interested to 
hear about the “seal” and “fouling space” in closets and will 
thank you for telling him. Afterwards he will insist on getting 
high grade closets, 


The more your customer thinks about closets the easier it will 
be to sell him Purimos, Devoros and Siactos. He will be getting 
closets which are made, sold and packed as complete units: 
each part made to work with the other parts and all parts care- 
fully made of first quality materials. He will agree that closets 
should be made of genuine Vitreous China, hard, sparkling white, 
non-absorbent. And knowing of the reputation of “Standard” he 
will be glad that you are giving him “Standard” Closets. 

A little salesmanship will bring you added business and profits 
in Better “Standard” Closets. Have one of each type on display 
—at least have a Devoro. 


Standard Sanitary Mfg. Co. 
Pittsburgh 











“Ctandard” 


PLUMBING FIXTURES 








: PATENT APPLIED FOR 
“Features of “Standard” Tank Fittings 


A. Water Line. Working parts G. Special construction of plun- 








GENUINE 
VITREOUS 
CHINA 


are entirely above water. 


. All cast parts, including 


thumb and set screws, are 
of heavy red brass. 


. All rods and seamless tubing 


are of commercial bronze. 


. After-fill regulating screw 


provides positive adjustment 
of refill, minimizing waste of 
water. 


. Easy adjustment for quiet fil- 


ling under varying pressures. 


. White china handle harmo- 


nizes with tank. 


ger provides for quieter filling 

H. Special design of rubber float 
gives buoyancy of 5’ full 
round float without danger of 
dragging on side of tank. 

I. Molded Para rubber flush 
ball, balloon type, special de- 
sign assures maximum dura- 
bility. 

J. Four post construction gives 
positive centering of flush bal! 

K. Lift rod is of non-corrosive 
Mone! Metal. 

L. Bronze overflow tube has 
bell top. 
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Insulation and the Heating 
Contractor 


(Continued from Page 20) 


boiler selected had a rating of 425 feet and a capacity for 
direct radiation of only 213 feet. As a matter of fact, the 
boiler was not intended for house-heating, but had been 
designed for heating garages, or furnishing domestic hot 
water for a two-flat building. A reference to the photo- 
graph will enable anyone to compare size of heater with 
domestic water heater and garbage burner. See Fig. 2. 
“Mr. Linn, in figuring the radiation required, took the in- 
sulation into consideration, and specified a total of 278 feet; 
295 feet were finally installed. In specifying heating re- 
quirements for both radiation and the heater, the figures 
were given on a water temperature of 180 degrees. It is 
well to keep this water temperature in mind, because of 
a very interesting development which has arisen. A num 
ben of recording instruments were placed in the house 
A double pen recording thermometer was placed in the 
living room and one in the upstairs rooms. The living 
room thermometer was connected with a bulb at the 
breathing line near an inside wall about the center of the 
house. The bulb for recording the outside temperature 
was located at the ceiling of the front porch, in a place 
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not touched by the sun’s rays. The upstairs thermometer | 


was connected with one bulb in the unheated upstairs 
room, and a second bulb immediately above the upstairs 
ceiling in the attic space under the roof 

“A daily chart was placed on the gas heater, showing 
the time of gas consumption during the 24 hours. The 
operation of the heating plant was controlled by a regula- 
tor. On the wall next to the regulator, three thermome- 
ters were placed, one at the ceiling, one at the breathing 
line and one at the floor, and readings were made of these 
at intervals. A number of tests were made for humidity, 
using a sling psychrometer. In addition to this, meter 
readings were made every day during the season. 


A STUDY OF THESE INTERESTING RESULTS WILL | 


PROVE VALUABLE 
ah S THIS statement is being prepared the heating 

A season is more than half over. There have been 
some temperatures as low as 16 degrees below zero, and 
we have some rather astounding evidence which would 
seem to prove conclusively just what a well insulated home 
means in comfort and fuel economy under all outside 
temperatures. 

“The heater has four burners, each one of which has 
a gas consumption of forty cubic feet of gas per hour. I 
decided to start with one burner to determine just how 
long this small unit would heat the house comfortably. 
One burner was turned on early in October, and main- 
tained an even temperature of 70 degrees in the house, 
even when the outside temperature reached as low as 35 
degrees. In maintaining this temperature the water in the 
boiler was never heated to an excess of 110 degrees. 

“When the outside temperature dropped below 35 de- 
grees, a second burner was lighted. This left still in 
reserve two additional burners. These two burners have 
maintained a temperature of 70 degrees in the house even 
with outside temperatures as low as 16 below zero. A 
third burner was turned on for one hour on the morning 
of December 27, raising the temperature of the house 
from 60 to 70 in this time, a ten-degree rise in one hour 
at 16 below zero outside. 

“Chart, Fig. 3, coverg a period of seven days for the 
week ending Dec. 19, 1925. The inside line shows out- 
side temperatures varying from 35 above to one above 

















cA perfectly even fire --- 
part of Continental Low Water 
Line Economy 


An EVEN fire, which is recognized as the 
most efficient, can easily be maintained on 
the entire grate surface of Continental Low 
Water Line Boilers because 


1. They are fired the short way of the grate. 


2. Grate bars operate in sections of two or 
three. 

3. Any portion of the grate can be shaken 
without disturbing the balance of the fire. 


4. The slicer door being at the end of the 
grates, clinkers can be easily removed. 


The Continental Low Water Line Boiler is 
a rapid steamer. It holds a steady water line. 
It will burn any kind of fuel, including oil. It 
is made in regular and smokeless types. 


30 Series Boilers—— 43 inch Water Line, 
1200 to 8200 sq. ft. steam capacity. 


40 Series Boilers—-47 inch Water Line, 
2500 to 22,300 sq. ft. steam capacity. 


(ntinental Heater (orporation 


Home Office and Factory 


Dunkirk, N. Y. U.S.A. 


Send for this book. It gives the 
story of Continental Bo:lers and 
Radiators. It is a book you 
should have and a story you 
should know 


Built for better heating 
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PUMPS 





For Every Pumping Demand 


‘4h 














Deming Power 
Pumps Include 


Triplex Power 
Pumps 





Centrifugal and 
Rotary Pumps 
Deep Well Work 
ing Heads 
Hydro-Pneu 
matic Water 
Systems 
Horizontal 
Double- Acting 
Power Pumps 

























VERY Deming sales representative has this assur- 

ance: No prospect can ever puzzle him by an unusual 
demand for pumping equipment. The complete line of 
Deming Pumps, Water Systems and Pumping Accessories 
includes a correct type and capacity for every requirement 
regardless of its size or nature. 


If you are unfamiliar with the Deming line and sales proposi- 
tion, it costs nothing to investigate. The Deming Distrib- 
utor in your territory will gladly furnish you details or you 
may write us direct. 


A new general catalog, complete in every respect, will soon 
be ready for you. Send in your request now and your copy 
will be mailed as soon as the books are completed. 


A thorough investigation of the Deming line and the steady, 
business-building opportunities it assures, will convince you 
that it pays to ‘‘follow the Deming line of least sales re- 


sistance.” 
The Deming Co., Salem, Ohio 


r Established 1880 
( 


DISTRIBUTORS 


Akron, Ohio The Mill & Mine Supply Co. 
Baltimore, Md Southern Supply Co. 
Chicago, Ill Henion & Hubbell 


Denver. Colo Hendrie & Bolthoff Mfg. & Supply Co. 
Louisville, Ky Laib Co. 
Richmond, Va Sydnor Pump & Well Co. 
Minneapolis, Minn Central Supply Co 
New York, N. Y Ralph B. Carter Co. 
Pittsburgh, Pa Harris Pump & Supply Co. 
San Francisco, Cal Perey Pree Crane Co. 








Deming Hand 
umps Include 
Pitcher Spout 
and Cistern Lift 
Pumps 
Set Length Lift 
and 


Force Pumps 


Well and 
Windmill Pump 
Standards 


Spray Pumps 
fo 


r 
all purposes 
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er: You will notice that there was a drop during the 
night to 60 degrees and a quick pull in the morning to 
70 degrees, which was maintained steadily throughout 
the day. The temperature variations during the day did 
not exceed two degrees. 
there any gas consumption, the two burners being amply 


At no time during the night was 


able to bring the house up ten degrees in the morning. 

“Chart, Fig. 4, shows a remarkable evenness of tem- 
perature. This chart was made while the house was un- 
occupied for four days. 
peratures during that time, yet the inside temperature 
did not vary one degree during that period. 

“Now look at chart, Fig. 5. You will notice that on 
Sunday, December 27, the outside temperature registered 


It shows sub-zero outside tem 


16 below zero. You will also notice that in the period 
between 8 and 9 A. M. of that day, the temperature of 
the houge was raised ten degrees, from 60 to 70 degrees. 
This is the time the third burner was put into operation 
At the end of an hour’s time it was turned off and the 
two burners maintained a temperature of 70 for the re- 
mainder of the day. 

“The temperature of the water in the boiler at no time 
during the heating season has exceeded 140 degrees. In 
ordinary winter temperatures the house is warmed up in 
the morning with water at 130 deg. I think you will 
agree that it is a rather remarkable record to be able to 
heat a house in sub-zero weather, using a heating plant 
of less than half the capacity ordinarily required, and 
using just half of this capacity with a boiler temperature 
of only 140 degrees. 

“T have made a number of checks of the three ther 
mometers located at ceiling, breathing line and floor, ad- 
joining the thermostatic control thermometer. At no 
time has there been to exceed 8 degrees difference between 


ceiling and floor. The average difference was about four 


Spring Item 














OOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOO 
The 


| A Real DrincacuU 






PRODUCTS 


AUTOMATIC CELLAR DRAINER 


For sure protection against 
damage due to flooded basements, pits 
or excavations, the ‘‘PENBERTHY’” Im- 
proved Model ‘‘R”’ has never been equaled. 


It is positively automatic, is almost 100 
per cent trouble proof and operates on 
city water pressure. 
showing how you can share in ‘““PEN- 
BERTHY’”’ profits this spring. 


Do It Now! 
PENBERTHY 


Established 1866 
1244 HOLDEN AVE. 


Canadian Plant, Windsor, Ontario 


COO\DWOOOOOOOOOOOOOODOOOOOOOOOOOOOOOOOOOOOOOO 
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degrees. This compares with temperature differences of 
16 to 18 degrees in the ordinary uninsulated hous: This 
small variation prevents the formation of drafts In the 
coldest weather there is not the chilly feeling that comes 
in many homes, where it is impossible to keep the feet 


warm. 


HUMIDITY MAINTAINED 


66 J HILE there are storm window on my home, 

W there is a single glass window in the front and 
back doors. A drop in temperature below 30 degree: 
always results in a heavy deposit of moisture on these 


windows, so much so, in fact, that it runs down on the 


doors. During the very cold weather, one-quarter inch 
of ice formed on the glass on the front door I have 
made a number of tests with a sling psychrometer These 
tests have never indicated a humidity of le than 40 per 


cent, and it sometimes ran as high as 49 per cent 


“The extreme evenness of the temperature at floor and 
ceiling and the large amount of humidity compared with 


the ordinary home, has led me to the belief that this con 


dition comes about on account of the low water tempera 
heated. In the 


ture with which this house is ordinary 


house in cold weather, the heat leakage is so rapid that 
large quantities of very hot air must be sent into the 
various rooms. This makes impossible a quick equaliza 
tion of ceiling and floor temperature It also tends to 
dry up what natural moisture there might be in the air 
There seems to be more to this matter of insulation than 
many people suspect It n ns re lation of ter 

ture, evenness of heating and |} h hut litv in the cold 
est weather It also means tha n outside tempera 
ture of either 50 above or 20 below, thers no differences 
in the ‘‘feel’’ of the house. Thi pplies to windy day 
as well as still one In the average i i sudden drop 





Improved 
Model “‘R’’ 


D 








rater 


Write for details 


INJECTOR CO. 


$8 DETROIT, MICH. 
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KENNEDY 


Malleable Iron and 
Brass Pipe Fittings 


Send to your nearest supply dealer for 
a few Kennedy Fittings. Then make any 
tests on them you wish. Note their 
sturdy appearance, obtained without the 
use of unnecessary metal. Look at their 
clean, sharp, even threads. Screw them 
on a piece of pipe—watch how easily 
they go on and how smoothly and easily 
they pull up tight. Note their pleasing 
proportions and clean surface without 
pits, holes, or irregularities. 











These are some of the reasons why so 
many plumbers and steam - fitters all 
over the country now use none but the 
Kennedy Fittings. It will pay you, too, 
to standardize on them. 


Send for Catalog 


yy THe KENNEDY VALVE », “~ 
SALES OFFICES; Branch Offices and 
PHILADELPHIA Warchouses 
CLEVELAND NEW YORK: 128-132 White St. 






























SALT LAKE CITY ROSTON: 47 India St. 
EL PASO CHICAGO: 
SEATTLE 228 N. Jefferson St. 


KANSAS CITY, MO. SAN FRANCISCO 
LOS ANGELES 448-450 Tenth St. 








MEMBERS 


TRADE EXVENSION BUREAU 
or ons 
PLUMBIVE: AND HEATING INDUSTRY 


PERT we erasteero 









Mention Domestic ENGINEERING when writing advertisers. 
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of th. outside temperature is noticed very quickly. In my 
home, the only indication of a drop is given by the ther- 
mometer. 

“Just a word about the upstairs rooms. These rooms 


have no artificial heating, the only source of supply being 
through the ceiling of the rooms below. However, owing 
to the fact that they are thoroughly insulated above, they 
maintain a constant temperature of 50 degrees in ordinary 
winter weather. This is sufficient for sleeping comfort. 


Although immediately under the roof the upstairs rooms 


are cool and comfortable in hot weather. One day last 


summer, when the official temperature in Chicago 
98, the temperature upstairs was only 82 degrees. 
FUEL COST 
In 


« - AS is costing me 75 cents per thousand feet. 
J 


EK 


| 
Was | 


extremely cold weather, the gas bill will run a | 


little over a dollar a day. When temperatures are around 
30 degrees, consumption runs about feet 
jasing the season’s bill on meter readings so far 
taken, indications are that the total 
$180.00. This is close to one-half the amount 
have cost had the house not been insulated, 
use of insulation, it has been possible for me to use a 
fuel, with no ashes, dust or looking after the fires, at a 
cost approximately the same as that of anthracite coal. 
The of makes clean, roomy 
basement, and practically adds another floor to the house. 

“The cost of the insulation was $434.00, which was 
about what I saved on the cost of the heating plant, so 
that the real cost of insulating the house was nothing. 
The house is attracting wide attention and has been visited 
by thousands of people. 
locality of Chicago are guaranteeing the maintenance of 
70 degrees of temperature at 19 degrees below zero, where 
the houses are thoroughly insulated and with a 35 per 
cent reduction in radiation, with a correspondingly small 
heating plant. 


a thousand a 
day. 
be about 

it 
so 


cost will 


would 


absence coal and ashes a 


“The house is well ventilated. There is an opening 
from the kitchen through to the roof and fresh air is 
taken in through several flue openings. There is no 


weather stripping on the windows. The house never feels 
stuffy after being closed up.” 

Mr. Ashenhurst invites readers of this paper to call him 
by phone and arrange to see this well insulated house. 

There are many other insulating products on the mar- 
ket. Doubtless all of them are good. Factors to be stud- 
ied in connection with the selection of insulating materials 
are fire risk and cost, that is the relative B.t.u. transmis- 
sion through each one dollar’s worth of insulation used. 

This gypsum product that puffs up when mixed with 
water, and many other insulating materials, will be shown 
at the “‘Own Your Home” show at Chicago March 


April 3, 1926. 


9° 
ad 


to 


MANY JOIN BOOKKEEPING CLASSES 
Approximately 150 students have joined the Trade Ex- 
tension bookkeeping classes which have just been organ- 


ized by the Los Angeles Merchant Plumbers’ Association, | 


in an effort to popularize the system among the plumbers 
of this locality. Arrangements have been made for the 
use of city schoolrooms, and competent instructors have 
been engaged. 


The program and entertainment at the next meeting 
of the Sanitary Development League of Southern Cali- 
fornia, which is to be held on March 25th at its head- 
quarters in Los Angeles, Calif., will be sponsored by the 
Washington Iron Works. L. C. Brightwell will have 
charge of the program. 


Some of the steamfitters in the | 


by the | 
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STRINGER 
HUB DRAINAGE FITTINGS 


REDUCE 
ROUGHING-IN COSTS 


They eliminate cumbersome, awkward and 
expensive long-screw connections, unions and 
“R” and “L” nipples and SAVE TIME on the 
job. Their ue PROMOTE ECONOMY and 
place DOLLARS in the PLUMBERS’ POCKET. 
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Write today for Catalog ““H” which illustrates 
fittings to meet the needs of your locality. 


STRINGER BROS. CO. 
1100 W. 38th STREET 3 t3 CHICAGO, ILL. 
Manufacturers of 
Economical Cast Iron Roughing-In Systems 


for Any Type Building 
Warehouses: Chicage. Ill.; Gadsden, Ala. Factory: Gadeden, Ala. 
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Heating 
Systems 
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It’s the valve that 
makes the system possible 


A Model No. 2 Red Top Relief Valve makes this hot water 
heating system an entirely safe one. It keeps an otherwise 
“closed” system open. 


It makes possible a system in which the valve itself and an 
air-tight expansion tank are the only principal parts. This 
means ease of installation at a low cost. 


Owners appreciate the efficiency and economy of a Red Top 
System as well as its absolute safety. (A Red Top is 
the only water relief valve to be approved by the Under 
writers’ Laboratories.) 


NEPTUNE METER COMPANY 
50 E. 42nd STREET, NEW YORK CITY, N. Y. 
Branch Offices in Principal Cities 


Red fop Kelief Valve 
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Extra profits —for 


ARCO TANKS supply hot water 


for every need at lowest cost 































. wt 


Coal burning tank 





Gas burning tank 


Burns Coal or Gas for homes with or without cellar 


OR a few cents a day an Arco Tank gives a steady 
and abundant supply of running hot water for kitchen, 
bathroom, laundry or any other use. 





Arco Tanks for Hot Water Supply are made in a com- 
plete range of sizes for both Coal Burning and Gas Burning. 
Each isa self-contained unit, possessing special and exclu- 
sive features that insure running hot water at the desired 
temperature and in abundant quantity to serve all needs. 


Extraordinary Prices 


Advertised price a Advertised price 
COAL TANKS ree unger GAS TANKS 
$84 and up a $66 and up 


: $10 down 
six sizes—30 to 100 gals. six sizes—20 to 45 gals. 
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CORTO YONDA * YONDA 
RADIATOR SMOKELESS SECTIONA 
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Heating Contractors 


Unusual selling plan and large 
margin of profit make money: for r ae "7 


























dealers quickly and easily 
5 a | - 
SELLING PLAN has been developed for ARCO ; a le ; 
Tanks for Hot Water Supply that can help you an eee 
make money if you give it the chance. i} j 
Here is a new field for prospects—a new way to | 10 | 
increase your bank account—a new field for develop- | Praca reer need 


ing business. 


We are ready to give you cee 
this FREE service ; 


We want to help you sell ARCO Tanks and we are ‘ 
ready to offer you the following complete campaign 
which does not cost you a penny. 





1 We will furnish you with a beautiful colored poster 
Sd " . 
featuring Arco Tanks and showing how they work. 


2 We will send out to your prospects illustrated letters 

: featuring your name, if you will send us the list of 

names. The Arco salesman will be glad to help you 
make out this list. 





3 We will furnish you with leaflets for you to enclose 
° . ° ‘ 
with your mail, imprinted with your name. 
4 We will furnish you with catalogs printed in four colors, 
° see e 
describing Arco Tanks in detail. 





This free service is at your disposal. All you have to 
do is to sign the coupon below and mail it. 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, 
Jashington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago 
Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City. Denver, 

San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, berlit 








4 


Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, ventilating and refrigeration 


AMERICAN RADIATOR COMPANY 
Direct Mail Advertising Dept. 101 

1807 Elmwood Ave., Buffalo, N. Y. 3 
GENTLEMEN: I am interested in Arco Tanks for Hot 







Water Supply. Please send me supply of Arco Tanks leaf 
lets with my name an j 4 dre ssimorinte i. 
I ete net Teseiv' 1m yoy of the window poster. 
ave m 
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' PEERLESS 
HEAT MACHINE RADIATOR 
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No. 520 





















































Character in very Line 





HESE square type basin cocks not 

Ty only possess all the inherent good- 

ness that characterizes the entire 

McR Line and which for thirty-five 

years has represented the standard 

of value, but their decidedly attrac- 

tive appearance makes them addi- 
tionally desirable. 


The No. 512 has a four ball handle 


with removable index button — the 
No. 520 has a quick opening china 
lever handle and the No. 530 a four 
arm all china handle. 




















Your jobber will be glad to 
show them and quote you. 


The McRae & Roberts Co. 
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LEADING JOBBING 


BUSINESS CONDITIONS IN 








S 


CENTERS 














CHICAGO 


Evidences of increased activity can be found in this 
week’s plumbing and heating markets. Buying is picking 
up in many lines. The season is near at hand when build- 
ing operations will begin in greater volume and jobbers are 
getting ready for it by adding to their stocks. Jobbers 
have been proceeding cautiously for some time in their 
ordering, unchanged prices and quick deliveries being 
good reasons for not ordering unusually far ahead, and 
now that the first signs of increasing consumption needs 
appear, they are immediately drawn into the market to 
keep abreast of developments. At the same time, current 
activity has been well sustained right along. Thus, in 
lines like brass goods, where there has been some excep- 
tion to the policy of not ordering ahead, jobbers are find- 
ing material on hand running low and little left on order, 
with the result that new buying is beginning to supersede 
releases against old specifications. 

March is living up to its reputation for being the peak 
month in building permits. In Chicago last week, permits 
issued amounted to $10,591,200 in comparison to $7,149,- 
700 in the same week of last year Architects are busy 
on contemplated projects and earlier predictions of a large 
spring building program are being fulfilled and even ex- 
ceeded. Jobbers all report a large number of covering 
orders being placed on contracts. 

In the midst of this well sustained activity and prepara- 
tion for the future, fundamental conditions are in good 
shape. 

Markets are steady in most lines, the only change 
recently reported being a reduction on several staple pat 
terns of vitreous china lavatories. Deliveries can be made 
Production is 


as needed in practically all lines proceed- 





being well 


ing at a good rate and stocks at ource are 
built against future requirements 
Soil Pipe 

New buying continues within slow limits, as orders 
placed earlier still speak for enough soil pipe to meet 
needs for a short while ahead Releases are in good 
tonnage, as consumption needs are on the increase. Job 
bers’ stocks are in good shape, with turnover fast, and 
many master plumbers, also, have a good quantity in their 
yards, taken in in preparation for spring roughing require 
ments A few foundries are somewhat behind on deliv 
eries, although no embarrassment is being caused by 
shortages Prices are unchanged 

Steel Pipe 

Orders being placed with mills are of larger size, jobbers 
building their stocks heavier as demand from the trade 
shows signs of increasing Production is at a good rate 
with stocks at mills adequate to take care of requests in 
satisfactory time Purchases are still confined to current 
requirements, little forward buying being reported. Prices 
are firm and unchanged 


Wrought Tron Pipe 
Mill shipments aggregate a fair tonnage Jobbers are 
maintaining stocks at suitable working levels and replace 


ment needs require fairly steady purchasing Deliveries 
can be made promptly Prices are firm and unchanged, 
having held at existing levels now for three years 
Enameled Ware 
Shipments are in slightly increased volume this week 
many jobbers adding to their tock against plumbers’ 


specifications Orders are mainly for quick hipment 


buyers keeping just ahead of their needs in most ca 
Finishing work is reported to be unusually active for 


this season Manufacturers’ stocks are well built and 





MARKET IS STEADY 

UYING of plumbing and heating supplies 1s pick 

ing up in many lines, jobbers adding to their 

stocks in preparation for the future demands occa 
sioned by the renewed building activities which 
warmer weather conditions are commencing to make 
apparent. Current activity at the same time is also 

well sustained 

Conditions in general are quite good, markets are 
steady, production is going along steadily and deliver 
ies can be made promptly on nearly all commodities. 
Architects are busy working on plans for buildings to 
be constructed this spring, and predictions that the 
season would see a number of large building operations 


seem likely to be fulfilled or even exceeded. 





WITH PRICES FIRM 


Prices as a whole are very steady 

a reduction in the prices ot some 

of vitreous china lavatories 
One soil pipe manufacturer recently 

from the market, but the withdrawal merel 

} 


dicated a lining up with the prevailing prices of other 


manufacturers. There were no other changes in price 


during the week, but the general trend of price “ 
a tendency toward stiffening, and the marke atio 
for the most part is on a firm footing 

Any tendency to buy for stock, even though of 
relatively small volume, gains significance because 
of the waiting policy which has dominated thi 


market for months 
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The Plumber wasnt forgotien when 


United Brass 800 


Time 
and 
Trouble 


Savers 


Here are a few of them 
An eccentric feature in 
Combination Sink Fix 
ture makes nstallation 
easy 

Interchangeable hand 
les. Any handle fits any 
stem 


Broaching of handles 
and stems that makes 
easy the lining up of 
indices 

Combination Laundry 
Tray Fixture all in one 
piece 

Long barrel on shower 
valves to adjust easily 
to varying conditions 
Tub fillers, shower ana 
bath fixtures assembled 
at the factory, ready 
for quick installation 
Etc., etc., etc 





NE thing your United Jobber will tell you emphatically is that 
this United line was designed by men who know the practical 
problems a Plumber meets on the job. 


*“How can we make our faucets and valves, fixtures for shower, 
bath and lavatory and every other item easier for the Plumber to 
install?’’ was the chief concern of these designers. 


For the quicker the plumber’s work is done, the larger his 
proht. 


They found the answer in the many time and trouble saving 
features you discover all through the United Line. These, with 
attractive appearance, quality that endures and a completeness 
that meets all your requirements, make it a profitable line for 
you to standardize on. 


‘“‘The Red Metal Line’ 


NI 


UNITED BRASS MFG. CO., 3844-62 HAMILTON AVE., CLEVELAND, O. 
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prod iction proceeds at a good rate Quick deliveries are 
firm 


Pottery 


possible. Prices are and unchanged 


Aside from material] ordered on specified jobs, which 


amounts to a good total for later call, orders being placed 
for quick 
general 


mainly needs and marked for 


the 


requirements 


with potters are 


immediate delivery, average representing a 


week to ten days’ Consumption is well 


sustained. Deliveries of staples can be made promptly. 


Most 


vitreous china lavatories, the revisions, as a whole. rep 
resenting a reduction Prices of staple bowls and tank 
are unchanged 
Plumbers’ Brass Goods 
New buying is reported to be on the increase Many 
jobbers are finding that orders placed the first of the vear 


for the first quarter’s requirements are inadequate and are 


committing themselves for good-sized lots in order to 
keep abreast of demand. Manufacturers, as a rule. are 
able to make quick shipment Prices are steady and have 
been unchanged for some time 
Range Boilers 
Prices are being maintained at the new sheet by those 


companies Who announced the revised quotations recently 


and, according to reports from various sources, no cover 
ing orders at the old prices were accepted after the issu 
ance of the new sheet. However, a great many jobbers 


have business on manufacturers’ books at the former prices, 


placed prior to the advance, and little new business has 


been entered yet, with the exception of pick-up quantities 


It is estimated by one large manufacturer that the low 


booked 
Consumption needs are of fair size, jobbers’ 


priced business amounts to about three weeks’ 


production. 
sales being steady and in substantial volume. Supply is 
adequate, it being possible to secure immediate shipment 
on practically all sizes. 

Radiators 


Boilers and 


usual on what might be 


last 


movement, as is 


market (the 


The buving 
declining 
first of the 


but the 


called a price change at the 


vear being downward), is not a forward one, 


volume of business, accounted for by actual needs, 


is reported by manufacturers to be somewhat ahead of that 


in the corresponding period of last year February figures 


were good and March appears to be exceeding February 
in amount of material moving. Orders ahead on definite 
contracts are in good number, and makers and jobbers 
are using the period to prepare for later developments 
In the meantime, stocks are adequate to insure quick 
shipment of needs Prices are unchanged 
7 “ , , 
NEW YORK 
A slight increase in business is reported by many job 
bers in the Greater New York territory this week, with 
excellent prospects for satisfactory demand in the neat 


future. The approach of Spring and better weather is 


the cause for 
the 
important 
Ing fire 


removing delay in the starting of building 


work 
Many 


characterized by the letting of 


that 


and week was 


building contracts have been hang 


for some time 


Jobbers continue the policy of buying for immediate 


heeds only on most items. Prompt delivery of most ar- 


ticles distributed through plumbing and heating jobbers 
ig possible. 
Price conditions have changed little, with firmness 


This 


is particularly in evidence in soil pipe, range boilers and 


noted in most of the quotations from manufacturers, 


Cast brass varying figures were 


the 


goods, where quoted a 


short and where stiffness is now rule. 


time ago, 
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makers revised prices on several staple patterns of 





Soil Pipe 


Orders on foundris books will take until the early 
part of April to ship, and current demand is therefore 
light Several foundries report, however, the receipt of 
small orders on the new base for immediate deliver) 
Shipments against old contracts continue in good volume 
Deliveries range fror ne to four weeks from differs 
makers 

Steel Pipe 
Demand upon the jobbers is not large, and they continue 


to keep abreast of this demand by placing small orders 


for early delivery with the mills Prices have not changed 


Deliveries can be made 


Wrought Tron Pips 


A normal demand upon the jobber is reflected in a fair 


call upon the mills for pipe Price have not changed 


Deliverie ire 


prompt 


Enameled Ware 


Increased buying reported by one large maker, other 
finding little more business than during February, when 
immediate delivery orders constituted the bulk of busi 
ness Prices have not changed Prompt delivery of st 
ples can be made 

Pottery 

“Operation demand the call for ware to be used in 
large operation is bringing the potteries the reatest 
proportion of order Most of this is for delivery in 90 
to 120 days. Current buying is light. Orders on the pot 
ters’ books are not large, and shipments do not consti 
tute a large volume A reduction in prices of lavatorie 
has been made by most maker but prices otherwise have 


not changed 


Range Boilers 


One manufacturer finds a slight quickening of interest 
by jobbers with the announcement ¢ increased prices 
recently Most of the makers are now on this new 
price level Considerable busine } been booked for 


future delivery Shipments can be made promptly 


Plumbers’ Brass Goods 


A firmer tone is noted in manufacturer t 


prices on Cas 


brass, with the announcement of one large manufacturer 
of a 5 per cent increase and higher quotations from othe 
smaller makers Demand is fair for | h cast and tubular 
goods, although one big maker « tubular products finds 
a slight falling off in demand over February’s figures No 
tubular price change have been announced Deliveries 


generally are itisfaetor 


Boilers and Radiators 


Shipments against contracts are good Current radiator 
sales are improving, in the opinion of one large manufac 
turer, although it i till a little early in the season for 
large demand for these product hipments are prompt 

PHILADELPHIA 
4d 4 4 4 

Spotty conditions exist in the Philadelphia district, tl 
demand for plumbing and heatin oods varying a great 
deal in the various cit ind sections ordinarily handled 
from Philadelphia office by most manufacture! For 
instance, in Philadelphia proper fair demand for thi 
season is reported by most jobber \t Wilmington, a 
comparatively short distance away, the alesman is con 
fronted by reports of a pronounced lull in demand Wash 
ington jobbers are enjoying a good busine for this time 
of year. In Virginia conditions vary gr from one city 





West Virginia a 


is noted The 


to another, while in picking up in 


interest coal mining region while better 


than during the strike, are still not producing much busi 


ness for heating contractors or master plumber 
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An automatic 
outfit for fac- 
tories and all 
industrial 
plants. 

















Prepare for the months thap 
weeks off—is the time one heagng 











They sing of new homes, new Mou 
tories, new schools, new garages, the 








Frost Proof combination Spring just seems to inspire in a mé t th 


forfall unheated buildings; blood the desire to construct. yj 
ideal for farm and garage 


use. Now is the best time to get b@ 
with the Vogel Proposition; with #™ 
inimitable line of Frost Proof @ 4 
Automatic Closets; with the Vageel 


Frost Proof Hydrant. 


Wilmington, Del. JOS. : 











The Frost Proof Hydrant is for un- 
heated private and public garages. 

























‘hap come. Spring—just a few 
heagng of the hammer and the saw 


w @0ucannot go wrong in recommend- 
eS, Bthe installation of a Vogel Product, 
‘MMi there is a real profit forgyou in 
job. 

t be 

th Urn those idle March moments 
f @ dollars by getting your list of 
Vageel prospects into shape for early 





AGEL CO. %: Louis, Me. 
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An automatic closet com- 
bination designed especi 
for schools, railroad 
public comfort stations. 


ally 
and 
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| “Have You The latest ¢dition ? 


The data contained in Domestic En- 
gineering Catalog Directory, at the time 
of issue, is as nearly up to date as it is 
possible to obtain the information. But, 
like all directories or records of any kind, 
it gets out of date in time so that revision 
is necessary. 








Every article shown in the Catalog Sec- 
tion and every item listed in the Classi- 
fied Section is carefully checked up, 
verified or corrected, new products and 
firm names are added to the listings, dis- 
sere Peees. Prien thee continued items are dropped, changes of 
Standard Catalog Size, 734’x10%". firm names are noted, etc.—and a new, 
revised edition of the Directory is 
brought out each year. 


You can keep your buying informa- The 1926 edition of Domestic 
tion on plumbing and heating sup- Engineering Catalog Directory is 
the largest, most complete book of 
You would not think of using your its kind ever published. It con- 
old telephone directory, so why tains 1291 pages of solid catalog 
should your buyer get along with matter of 450 manufacturers. In 
old records when the latest ones are addition, there are listed in the 
available. Classified Section over 2000 
plumbing and heating items, with 
names of the manufacturers and 
trade names. The thorough sys- 
tem of indexing places this Direc- 
tory in a class by itself for ready 


plies up to the minute by getting 
the latest edition of this Directory. 


Please send us prepaid a copy of the 1926 “Domestic Engineer reference. 
ing Catalog Directory.” for which we agree to pay $5.00 upon 
receipt of the book 

Fill out, clip and return the coupon 
Name Your copy will be sent by return mail. 
Street 

PUBLISHED BY 

City 7 . 2 

Domestic Engineering Co. 

Directory Dept. 


1900 Prairie Avenue, Chicago, III. 
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From the profit standpoint, conditions generally are 
much better than they were a year ago. This is true even 
in Wilmington, where despite light demand, wholesalers 
are refusing to cut prices below those necessary to secure 
a fair profit. 
Soil Pipe 

The one southern foundry which has been selling 2% 
points below the market has withdrawn prices, and as far 
learned, all makers are now 


as can be firmly on a com 


mon base. Current demand is still light, shipments against 


contracts continuing steadily Deliveries still vary from 
ranging from a week to four weeks 
Steel Pipe 


Demand has not yet picked up, mill 


different foundries, 


reporting a con- 


tinuation of the lull that has been felt for the past few 


weeks Prices generally are firm and unchanged Job 


bers’ stocks are being maintained at a level large enough 


for immediate needs only Deliverie are being made 


promptly 
Wrought Iron Pipe 
Jobbers are buying only enough to meet the require 
ments of the trade, which at present are not large. Mill 


prices are at the same level Deliveries can be made 
quickly. 
Enameled Ware 


Satisfactory demand is reported by most manufacturers 


principally for immediate or early delivery, with little 
anticipation of future requirements by jobbers. Little 
finishing work is being done by master plumbers at this 


season of the year. Prices are steady and unchanged 
Deliveries are prompt. 
Pottery 
The actual consumption of pottery for this season of the 
year is normal, and this is resulting in a fair shipment of 
ware in small lots into this territory Little advance buy 
ing is being done. Prices on lavatories show a slight re 


duction Deliveries from most potteries are being made 
promptly 
Plumbers’ Brass Goods 
A rising price tendency is noted in cast brass, one of 
the largest manufacturers being reported to have increased 
prices five per cent, with several smaller makers also mak 
Tubular brass price 


ing slight advances. appear firm and 


unchanged. Demand for both cast and tubular products 


continues seasonal, with a considerable quantity being 
shipped. Deliveries continue prompt 
Range Boilers 

Current demand is not large, as many jobbers antici 


pated their 


effect. 


requirements at the low price recently in 
Shipments against old contracts are in fair volume 


Prices have not changed. Deliveries are prompt 


Boilers and Radiators 


A normal demand for the first part of March is in evi 


dence. Prices have not changed Deliveries are prompt 


soth manufacturers’ and jobbers’ stocks are ample for 


current requirements 


PACIFIC COAST 


coming up to expectations and 


Jusiness generally 


the future outlook at present is very encouraging. Job 


as a whole are purchasing fairly well and as a rule 


are keeping stocks at a maximum Jobbers’ prices to the 


trade vary in the different jobbing centers being firm in 


ome and soft in others 


Soil Pipe 


A steady demand continues for this commodity. Jobbers 


as a rule have ample stocks and considerable 


enroute from foundries 





tontage 
Jobbers’ prices to the trade were 


advanced a 


Steel 


ment can 


unchanged 

The dem 
known req 
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ments can 


Consider 
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distributor 
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as would ‘ 1 hin 
busine runnit lor 
turers’ attitude 
(O pass up any ide Ie 
certing trade conditior by trvir 
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continues to be for needs rather than for a long carry, as 
there is no apparent reason for heavy stocking. The small 
but the jobber still 
tonnage and there is no difficulty in 


There is no change in prices 


absorbs a good 


prompt 


steady demand on 

securing 

service 
Wrought Iron Pipe 

Jobbers are carrying stocks ample to take care of all 

the 

conditions 


There is no change in either price 
Mills the yards 
promptly to business 


demand by trade 
stocks in 


of all 


have 
take 


or delivery 
enabling them 
placed 


care 


Enameled Ware 
Manufacturers appear to have ample stocks on hand to 
The demand on the 
the movement of 
No heavy buying 


care of all needs of the jobber 


but in 


take 
jobber 
this commodity shows a slight increase 


is not heavy most cases 


is reported at any point and prices are firm and steady 


Pottery 
out of job- 


stocks 


A fair amount of material is being moved 
bers’ stocks and being replaced from manufacturers’ 
which appear to be ample for all needs. No heavy buying 
is reported, as practically all shipments are being made 
old file Lavatory prices have been 


reduced on some staples 


against orders on 


Plumbers’ Brass Goods 


There is no change in conditions in this commodity 
Little buying is reported, as most manufacturers are 
booked up for at the have 
apparently taken care of needs and any shipments made 
A good 


turnover runs 


new 


least first quarter Jobbers 


are in the nature of releases against old orders 


movement is still taking place, and the 


into good volume Prices are firm 


Range Boilers 


been no change in price since the recent 


Demand on the jobber is fair but not heavy. 


There has 
adjustment 
Jobbers’ needs are not heavy and are being taken care of 
by manufacturers promptly Business generally speaking 
is fair but not active 

Boilers and Radiators 
unchanged Demand is slight at 


hands of manufacturers 


Prices are steady and 


present with stocks in and job- 


bers ample to take care of all orders promptly 


Pawtucket 
and plumbing con 


Frank 599 Main street, 
has been 
for the 


Orchard 


The Metal Market 


Average 


Dupuis Co., 
the 
the 


Providence 


The 
m Ly 
tract 
East 


awarded heating 
course of construction on 


for E. F 


residence in 


avenue, Salisbury 


Average 

1926 Dec., 1925 1925 

PIG IRON 
No. 2 F« 
furnace 
PLATES AND 


Steel boiler plates, Pitts 


indry, «t 


$22.00 


SHEETS 


burgh, per Ib 
Blue anne: 
Pittsburgh, per 
Black sheets, Pitts 


per lb 


iled sheets, 


burgh 


Galvanized sheets, Pitts 
burgh, per Ib 
TIN 
Straits tin 
COPPER 
Prime Lake, f 
finery 
Electro, 
LEAD 
Chicago 


delivered 


Average 
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The Old Metal Market 
Buying Prices 
Per 1b Per 
light 
opper, 


Dealers 
Aluminum clippings 16 ¢ Copper 
Itlock tin . ) " 
light 
heavy 


uncrucibled 
Brass, wire 


mixed Faucets and valves 


brass 
red ead, heavy 
crucible 1 : Solder joints 
Monday 


Brass, 
Coppe r ‘ 
NOTE those of this week 


Prices are quoted on 


The Stock Market 


| 
of March 15 Bid Asked | ( 


Quotations 
American Radiator Co.—common 
American Radiator Co.—preferred 
Anaconda Copper Mining Co 
Brunswick-Balke-Collender Co 
Crane Co.—common 
Crane Co.—preferred 
Chicago Nipple Mfg. Co A’ 
Chicago Nipple Mfg. Co.—"B”" 
Eagle-Picher Lead Co 
Fairbanks, Morse & Co 
Herman Nelson Corporation 
Johns-Manville, Inc 
Jones & Laughlin Steel Corp 
Michigan Copper & Brass Co 


common 


preferred 
National Lead Co.—common 
National Lead Co 
National Radiator Co 
“An 
Ohio Brass Co a” 
Cast Iron Pipe & Foundry Co 


preferred 


Ohio Brass Co 


U.8 common 
S. Cast Iron Pipe & Foundry Co.—preferred 
8. Rubber Co 
Rubber Co 


S. Steel Corp 


common 
-preferred 


common 





{ 
U.S 
Vy 

I 


8. Steel Corp.—preferred 





Walworth Company 

Williams Oil-O-Matic Heating Corp 
Wolff Manufacturing Corp.- 
Youngstown Sheet & Tube Co 


-ommon 


PLANS FOR ANNUAL MEETING INCLUDE DISCUS 
SIONS ON MANY VITAL PROBLEMS 
As is usual the Heating and Piping Contractors’ Na- 
tional Association is asking those interested in the heating 
industry to suggest the subjects which ought to be dis- 
cussed at the annual convention of that body, to be held 
this year in Washington, D. C. Henry B. Gombers, secre- 
tary, states that already suggestions are coming in to Na- 
tional headquarters at 50 Union Square East, New York 
city, in goodly numbers, but Association officers are anx- 
ious to possible in order that those 
topics in which the greatest interest is shown may be given 
a place on the program of the convention, and Mr. Gom- 


bers asks that these be forwarded to him as soon as pos 


secure as many as 


sible. 

“Certified Heating’’ heads the list of sug 
gestions received, the demand for information on 
subject being so great that those in charge of the program 
This will prob- 


At present 
this 


are considering giving it an entire session. 
ably be an evening meeting, and there will be opportunity 
for the discussion of different phases of this work, such 
as the aims, basis, and methods of accomplishing certified 
heating in any community. Another topic of general inter- 
est is the time payment plan, as there seems to be a differ- 
ence of opinion among the contractors as to the merits of 
the plan, some contractors having asked for speakers to 
point out the dangers, and others for a man who will ex- 
plain the benefits. Other men are very much interested in 
the work being done by the National Association on boiler 
ratings, and arrangements have been made for George 
M. Getschow, of Chicago, the chairman of the Boiler 
put committee, to make a complete report. 


Mut 
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Wins the Confidence 
of Home Buyers 


HE tag whicn appears on every piece of Republic 
Brass Goods is the indentifying mark of a 
modern plumber. 


The Modern Plumber's Tag distinguishes the quality 
craftsman—the craftsman whose installations reflect 
the honest pride he takes in performing high class 
work. It identifies the plumber whose installations 
combine the priceless ingredients of fine workman- 
ship and high grade materials. 
The Modern Plumber's Tag is a “quality -pledge” 
from the modern plumber to his customers. It is the 
modern plumber’s promise of value—an insurance to 
the home buyer of health, comfort and permanent 
satisfaction in the plumbing installation. It is a bond 
j n that wins the confidence of home buyers—and forms 





The above tag appears : “ 7 jf " 
on ate pues a Be lasting friendships for the plumber it identifies. 


public Brass Goods. It 
is the identifying mark This tag on a 'plumbing installation 1s 
ofamodern plumber-a “The Identifying Mark of a Modern Plumber.” 
plumber who performs - 


high class work and The REPUBLIC BRASS CO., Cleveland, Ohio 


uses quality materials. 
\ 4 Good Plumbing - Good Business - Republic Brass Goods 


REPUBLIC 


BRASS GOODS 
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A full, 


free flow 






Jenkins 
Bronce Rapid 
Action Valve 


—instantly 


A Jenkins Rapid Action Valve is a time-saver. 
A short pull of the lever is all that is needed to 
open it and to allow a full, free flow. The valve 
closes just as easily and without water ham- 
mer due to arrangement of special piston and 
air chamber. 


A Jenkins Renewable Disc insures leakproof 
contact at the seat. The resiliency of the rubber 
composition disc enables it to adjust itself to 
the valve seat, always making a perfect contact. 


There’s a genuine Jenkins for practically every require- 
ment. 


JENKINS BROS. 


80 White Street........New York, N. Y. 
524 Atlantic Avenue....... Boston, Mass. 
133 No. Seventh Street . Philadelphia, Pa. 
646 Washington Boulevard. . Chicago, III. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 





Always marked with the” Diamond” 


nkins \alves 
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The 
Pump provides an efficient self-contained 
outfit for installations where other power 
is not available. 


Everite Chain-drive Shallow Well 


It does the job it’s made for—without 
the annoyance of service calls. 


Write for details of the Everite line. 


EVERITE PUMP Ad MFG. CO. 
measter, Pa. 


A 


Fn 
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The Schoolmaster and His Class 


(Continued from page 45) 





accumulation of corrected drawings of various probicems 


that have already been considered. In view of our policy 
to handle every one of these replies to our drawing prob 
lems, we are showing them as follows, although iin 
send in their work as 


The drawings are as follows: 


urging members of the Class to 


early as possible. 
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Fig. 13 


Plumbing Problem in issue of December 26: 


Fig. 15.—John Misner, Miami, Fla. 

Plumbing Problem in issue of November 28: 
Fig. 16.—"C. A. S.,” Ottawa, Canada. 

Fig. 17.—Willard W. Durr, East Orange, N. J. 
Fig. 18 Fred Denecke, New York City. 

Fig. 19.—"‘W. H.,” Anaconda, Mont. 

Fig. 20.—Fdgar Rhone, Dowagiac, Mich. 

Fig. 21.—Philip H. Chase, Wellesley, Mass. 


Fig. 22.-A. B. Linker, Philadelphia, Pa, 
Fig. 23—E. W. Manske, Atlanta, Ga, 

Fig. 24.—John Misner, Miami, Fla. 

Plumbing Problem in issue of November 7: 
Fig. 25.—Arthur S. Haney, Ardsley, Pa. 

Fig. 26.—J. A. Bean, San Francisco, Calif. 

Fig. 27.—Victor A. Conroy, Olean, N. Y. 
Plumbing Problem in issue of October 10: 


Fig. 28.—Frank F. Badalamente, Bronx, N. Y. 


Plumbing Problem in issue of September 19 
Fig. 29.—H. H. 


toss, San Francisco, Calif. 
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Reg. U. S. Patent Office 


Octoher 20, 1920 


“The heaviest standard tank 
fittings made” 
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INDIANA No. 19 
Double Acting Lever 


Weight, in a closet tank fitting, 
usually means worth, other things 
being equal, and there are noheavier 
standard tan‘ fittings on the mar<et 


than the INDIANA brand. 


But in addition to weight, INDIANA 
Tank Fittings havea fineness of 
materials and workmanship which 
insures smooth and efficient opera- 
tion-—always. 


THE INDIANA BRASS CO. 


Largest Exclusive Manufacturers of Closet Tank Fittings in the World 


Frankfort se3 Indiana 
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The operating principle of the Young Pump, by which one moving 
element accomplishes the desired effect of a powerful suction and 
a positive pressure, is unique in its reliability, simplicity and high 
operating efficiency 
These pumps remove the air and water of condensation from the 
returns of the heating system by the use of the Young Exhauster 
Every mechanic is familiar with the exhauster principle, on which 
these pumps work, and he readily recognizes the reliability of this 
principle” Like the entire pump unit the exhauster is rematkably 
simple im construction: It has no moving parts to wear out, it 
cannot be clogged with any scale that can pass the strainer, and 
pipe joint cement and other foreign matter will not adhere to it. 
Unlike other Centrifugal pumps, the small size Young Exhauster, 
because of Young construction, will produce just as high a vacuum 
as the larger sizes. No system can be too tight to prevent the Young 
Exhauster from removing the water from it. When the pump stops, 
enough water from the exhauster will flow to the check valve to seal 
it the check valve holding the vacuum in the system being always 
water sealed when the pump is not in operation 
Young Centrifugal Vacuum and Boiler Feed Pumps are furnished 
in seven « ities, ranging from 5,000 to 100,000 square feet of 
direct radiation, and built for 20 Ibs. pressure at the pump as a 
standard » also build special pumps of these same unit numbers 
to discharge against 35 pounds. Both standard and special units are 
furnished for either continuous operation or equipped with the type 
of automatic control best suited to the specific requirements 
YOUNG PuMp COMPANY 
230 E. Ohio St. :: :: Chicago 
Factory: Michigan City, Indiana 
K I 
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The “O-E” Improved Packless Graduated 
Valve, when used in connection with two 
other simple fittings, provides a three-in-one 
Vapor - Vacuum - Pressure Heating System 
which for efficiency and economy has never 
been surpassed. 





The Valve itself is quick-opening, abso- 
lutely leak-proof, easy to operate and fitted 
with a hard rubber handle which is always 
cool, and will not crack. Like that of other 
“O-E” Fittings, its price is moderate. 


Write for booklet ‘‘A"’ containing 
the whole story. 


O-E Specialty Mfg. Co. 
10 Keefe Avenue 
MILWAUKEE 


DIOL e Lee LIT eli ¢ 
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Members of the Cla 


are urged to send in their dra 
ings as early as p »ssible. Of course, if 


u cannot 


them in early, send them in when you can 


ISCUSSION of the drawing is as follows: Fig 
[) Water closet vents have quarter bends, which prevent 
proper draining of the vents. 13 appears to have crown 
vents, whereas 31 are properly connected with conti: us 
vents 6 and 21 Reference 
to the original floor plans will show that 6, 7 and 8, also 


ne 


also have this type of vent. 
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Fig. 14 


21, 22, 23 and 24 should waste into stack C, close to the 
rather than into stack F. It prefer 
S traps on the refrigerators. 
above refer to the numbers on the drawings. 
Fig. 16 drinking fountain 
should Quarter 
vents prevent drainage of the vents. We do 
urinal vents; continuous 


would be 
The numbers 


fixtures, 
able to use % 
and stacks 
roof. 


Refrigerator 
pass through the bends on the 
water closet 
not like the bathtub and 
would be preferable. The present vents will easily close 
up. The pair of lavatories on the first floor might better 
be connected like the top floor pair. 

Fig. 17—-This drawing is subject 
provement. The 
the drainage system is entirely wrong. 
19 will show the proper 
The particular criticism concerns the venting, 
which is crown venting. The vent for the 
not vent. Two of the basement 
in such a that waste from one fixture 
through the vent of the other. The vent for the two 
lavatories on the first floor might connect directly t 
vent stack at the left, thus saving the expense of a ng 
run of pipe. It great 
other drawings and criticisms 


vents 


to quite a bit of im 
refrigerators directly to 
Reference to Fig 


indirect connection 


connection of 


method of 
much of 
urinals does 
water closets are vented 


way will pass 


would be of benefit to stud 1e 
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PLATE B-136 
(Patented) 


Hajoca Brasswork 
Reflects High Business Standing 


You will find the distinctive features of Hajoca Brasswork valuable aids when it comes to 
closing an order. ‘The Hajoca Strafford Combination shown herewith is just such a fixture to 
create the best impre ssions on your customer. 


Its Berwyn Bath Waste insures a hygienic tub bath for each bather. Its patented, sanitary 
features will appeal to all who value real cleanliness. The pop-up waste absolutely prevents 
“back flow” of soapy residue, hair or germs into the clean water. 

With the Strafford the shower bather enjoys unusual comforts, for the Mund mixing valve 
delivers the shower stream tempered with mechanical accuracy. ‘This valve is provided with 
checks and controlling stops which, of course, stop back circulation and permit a complete shut-off 
of water when desired. Its volume control valve regulates the force of the water striking the 
bather. 


The Hajoca Strafford is a bench made combination and suits any design built in bath requiring 
concealed fittings. 


Ask your Jobber for prices on this fine combination. 


HAINES, JONES & CADBURY Co. 


Ounofro 16 
HAJOCA ‘PLUMBING GOODS 
GENERAL OFFICES, PHIL ADEL PHIA,PA, 
REASS WORKS, enn ace Loma pa {RON WORKS, nomnistOwn, on, 





PHILADELPHIA SAN FRANCISCO BSAYANNAH RICHMOND, VA. 
JACKSONVILLE CHARLOTTE NORRISTOWN, PA. WILKES-BARRE 
MACON WEST PHILADELPHIA TAMPA GERMANTOWN 





ASHEVILLE FRANKFORD, PA. 
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One Cuatily/~One Purpose 


EHIND the many years of Te-pe-co Leadership in 
the field of Vitreous China and Solid Porcelain 
manufacture lies one dominant thought and purpose. 





It is to make a product of such ingredients and with such careful 
skill of workmanship that those who buy may always be able to 
say with pride to their friends and neighbors—“‘It’s Te-pe-co ware.” 
To such an end, our ideals of quality may seem unnecessarily high 
to those content with indifferently made things. Such opinions 


have never altered our purpose to manufacture and market but 
one quality and that the finest. Our ware is guaranteed to be 


equal in quality and durability to any sanitary ware made. 


You cannot buy a “‘second” or “cull” of Te-pe-co. 





Trade Mark 
The Sign of One Quality 


THE TRENTON POTTERIES COMPANY 
TRENTON, NEW JERSEY, U.S.A. 
New York Philadelphia Boston San Francisco 


World’s Largest Makers of All-Clay Plumbing Fixtures 
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Fig. 18 
fountain on the top floor do not require venting if 
nected direct to the stacks. 
ndry tubs would need a P trap. 


The two water closets, laundry tubs and drink- 
ing 
co! In this case, however, the 
la 
be 


fre 


The water closets and 
wth tubs have square bends in their vents, which obstruct 
drainage of the vents. Refrigerator traps should not 
nnect directly to the drainage system, but indirectly, as 
19. The 

One of the 
the wrong side of the trap. 


Fig. bathtubs and a fountain have 


the 


crown 
bathtubs 


its. on first floor vented 
The pair of lavatories 
in the 
could be improved by 
of 
nection 
the 
The 


to 


1S 


from 


basement 


use a double con- 





as used 


on 


top floor pair. 


urinals appear 











be crown-vented. 
19 This 
is very 
little 
We 


vents 





Fig. 
drawing 
done, with 








well 
to 
note 











criticize. 





several wet in 


connection with 
water closet 
think the 


good 


vents, 


and prrc- 





tice a one, 
though still a subject 
of 


Two 


dispute 
of the 


by some. 


laundry 








whereas 





two traps, 








one is the correct re- 














quirement. 


























Fig. 20 
drawing 
to 
improvement, 





is also sub 
Fig. 15 : : 
& ject considerable 


here also we urge the study of the other drawings and 


criticisms. Several top floor fixtures close to stacks do 
not require venting. Refrigerators can never connect 
directly into the drainage system, but should connect in 
directly, as shown in Fig. 19. Crown vents are used to 


quite an extent, though much of the venting is so drawn 
as to make it difficult to know whether it is continuous or 
At the the 

used proportion 


drawing too 


the 


crown, right of many 


lines are in to number of 


involved. 


Fig. 21——There is but little to criticize in this drawing. 


We do not like the venting of the bathtubs and laundry | 


The 
although each urinal vent 


trays, preferring continuous vents. urinals do not 


appear to have traps, is shown. 
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the | 


tubs show the use of | 


This | 


and | 


vertical 
fixtures | 





KEWANEE 
Steel Boilers 


Their unusual ‘‘Service’’ records 
prove that for durability they 
are unmatched. 


KEWANEE BOILER COMPANY 
Kewanee, I]linois 


Branches in Most Leading Cities 








| atrous 
~~ 


Patent Plumbing Fixtures 
and Duojet Water Closets 

































LINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals 
Drinking Fountains—Self-Closing Basin Cocks—Liq- | 
uid Soap Fixtures, etc. 
Manufactured and Sold Exclusively by 
THE IMPERIAL BRASS MFG. COMPANY 
1231 West Harrison St. CHICAGO 
New York Office, Room 514, 51 E. 42nd St. 
Pacifie Coast Representative, H. H. Chaffee 
1234 S, Broadway, Los Angeles. 741 Call Bldg., San Frencisco 
u 
| facturin 
* g 
The Ohio Brass Co. 
| Mansfield, Ohio 
| 
| 
| 
| 
| 


Cedereccecriie 


KEROSENE HEATER 
WICK BURNER TYPE 









An economical. safe, convenient Hot- 
Stream Heater that furnishes constant hot 
water for domestic use, day and night 
Noiseless, smokeless, odorless, no generate 
ing Burns 19 to 30 hours per gallon 
Wick requires no trimming. Sells and 
Batisfiies because it's right. 

















LET’S GO! 


Have you our new N 25 Catalog show 
ing ir complete line of popular priced 
heaters? Write toda 


THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 
“Makers of Heaters That Heat’”’ 
NEW YORK OFFICE: 210 EAST 45TH STREET 
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Somerville 
(S. I. W.) 

















Soil Pipe and 
Fittings 





























Are Full Weight 


















































The F. N. Du Bois Co., Inc. 


Manufacturers of 











Lead and Brass Plumbing Pro- 
ducts and Blauvelt Bathroom 
Fittings including Packless Sin- 
gle, Double and Triple Faucets 




















A comprehensive exhibit of 
The F. N. Du Bois Co.’s pro- 
ducts and the Blaucvelt line is 
on permanent display at the 
Architects Sample’s Corpor- 
ation, 101 Park Ave., New 
York City. 















































Ninth Ave. & 25th St. New York 
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IF A CLASS MEMBER DOES NOT WISH His 
NAME PUBLISHED, HE SHOULD SIGN His 
NAME AND ADDRESS TO THE DRAWING As 
USUAL, ADDING THE WORDS “USE INITIALS 
ONLY,” OR ‘USE LETTERS X Y Z.” 
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The refrigerators are directly connected to the drain- 
age system; Fig. 19 shows this work correctly done. We 
would advise studying the various drawings and their 
criticisms shown in this article, for such study will prove 


FE’: 22—-There is absolutely no venting on this job 





Fig. 23—-The peculiar feature in this layout is the size 
of the stacks, Each stack is 4-inch except the refriger- 
ator stack, and the main vent stack in the center of the 
drawing is 3-inch. With a 4-inch stack for the sinks and 
drinking fountains, it will be clear that there can be no 
danger of siphonage, and therefore no need of venting. It 
seems to us 2-inch would be ample for the 3-inch vent 
stack. In view of the use of 4-inch pipe, the connection 
of the laundry tubs on the two upper floors and the pair of 
lavatories on the first floor, without venting seems to us 
O. K., for it would seem out of the question that either of 
these fixtures should be subject to siphonage under the 
conditions that exist, and that of course is the real test. 
Two of the bathtubs have crown vents. 
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| Fig t Ly FF 
Fig. 21 Fig. 22 


Fig. 24——-We would prefer to see % S traps used on the 


refrigerators. Quarter bends are used at the foot of the 


water closet vents. Both main vent lines have square 
bends where the vertical and horizontal meet, which 


means that rust, scale, etc., will most likely accumulate at 


this point, and having no means of being washed away 
this accumulation will remain to permanently obstruct 
and decrease the effective area of the vent. This is 4 
good example to prove the necessity of connecting vertical 
main vent stacks back into their main soil or waste stacks 

Fig. 25——This drawing also shows no venting. In our 











— i,j 










March 20, 1926 





The WISECO 
Bath and Shower 


are removable, 


from the front. 





Globe pattern bi-pass valves. 
High removable seats. 
Stems, seats and stuffing 
box all made of rod and 


complete repacking of valves 
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Forged Brass 
Ball Joint 
Shower Head. 











| 
| 



















allowing 











Concealed 
Combination 






Large brute 
type nozzle of 
pleasing de- 
sign. 
















Bathtubs came into America tn 1842, 
Cincinnatt having the dtstinction to harbor 
the first of these then-constdered inventions 
of Satan. 


Prtor to that the famtly wash tub on the 
Ktichen floor was the medium of cleanliness 
unless a family lived near enough to a river 
or creek to use them on Saturday nights in 
warm weather. 


The invention of the bathtub was provt- 
dential. Without tt the conquering of the 
arid West would have fatiled. 


A land so dry that bull frogs catch cold 
when tt rains ts no place to rely upon lakes 
and streams for bathing. 


Bathtubs came to America from London 
Some visttors to England now wonder tf we 
got them al. 


Leading lights of the medical profession 
of the day opposed bathtubs as leading to 
too frequent washing of the human body, a 
practice that might have injurious effects. 
Public offictals objected because too much 
water would be requtred. 


But medicine 
and offictaldom have 
both lived and 
learned. We think 
we are happter 
and healthier wtth 
hathtubs or showers 
at our command. 
Maybe so; at any 
rate we're p obably 
more desirable 
netghbors. 


—The Owl 













Combining many exclusive and distinctive 
features the new Wiseco “ST. REGIS” bath 
fixture is the last word in quality, efficiency 
and economy. 


ASK YOUR JOBBER FOR No. 7198. 































MANUFACTURED BY 


J. B. WISE, Inc., Watertown, N. Y. 


OFFICES: 
New York Chicago San Francisco 
Philadelphia Dallas St. Petersburg 
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we No Chances’’ 


. 
7 
#a, 
*. 


Railroads Don’t Purchase “By Guess” 


Railroads are among the “‘hardest to satisfy’’ purchasers of material and equip- 
ment. They can’t afford to take chances. From A to Z they must have absolutely 
the best materials for the purpose. Accordingly, it is not surprising to find them 
using large quantities of Genuine Wrought Iron Pipe—purchased on the strength 
of performance records covering many years. 


Cohoes Genuine Wrought Iron Pipe 


With 72 years’ pipe-making experience back of it, Cohoes Pipe is the choice of 
many of the large railroads for a wide variety of uses. Wherever uninterrupted, 
low cost per year of service is desired, it measures up to exacting requirements. 
Every piece tested by hydrostatic pressure 10 times higher than ordinarily en- 
countered in actual use. 


“Pipe Troubles Stay Out—When Cohoes Pipe Goes In” 


COHOES ROLLING MILL COMPANY 


COHOES Genuine Wrought Iron Pipe NEW YORK 
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opinion venting is a safeguard that the plumbing system 
requires, and we do not feel that a system such as this, is 


without venting. Apparently there are even now a 


few localities where 


sal 


is not considered essential. 


venting 
understand, however, that under such conditions cir- 


cuit or loop venting is generally provided where there is 
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23 


Fig. 


opportunity to apply it. In the case of such fixtures as 


A, K, L, P and Q and others, a greater degree of protec 


tion against siphonage could be obtained by the use of 
P traps. Refrigerator traps should have no direct com- 
munication with the drainage or vent system. 


Fig. 26 
which should be replaced with continuous venting. There 
the stack at the left, and 
refrigerators except R are correctly 


stacks for waste 
one is ample. All 


connected, the latter having a direct connection. 


are two vent 


pairs of fixtures such as E, J, 8, 
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nected double, same as 20. The fresh air inlet should be 
taken off a fitting on the house side of the trap, and the 
trap have two cleanouts. 

A and B are top fixtures which do not require 
Refrigerators should be trapped, and the stack 
It would be less expensive 
(8) as ordinary fix- 


should 
Fig. 27 
venting. 
should pass through the roof 
the two drinking fountains 
and connect them to the nearest 


to treat 


to run a special stack. 

Fig. 28-—E and K being top fixtures, close to their 
stacks, require no venting. The refrigerator stack should 
Pass through the roof, and the drip pans should be 
trapped. Water closet vents should not have quarter 
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There is much crown venting on this drawing, | 


Several | 
11 and 16 should be con- 





waste, rather than 
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Deshler Bath Fixture 


ms 


cutcheons adjust from 
23 


inches to 3% inches. 
SPEAKMAN COMPANY 


WILMINGTON, DELAWARI 


SPEAKMAN SHOWERS 
and Fixtures 








200 Gallons Per Hour 


Here is the ideal Electric Water 
System for the average home. It has 
ump capacity of 200 gallons per hour. 
uipped with a 30-gallon galvanized 
tank and a one-sixth H. P. Repulsion 
—Induction motor. Shipped to you 
completely assembled in one crate. 
$125.00 list. 


This Uniflow Pump is a big seller 
It is ruggedly built and guaranteed to 
give satisfaction. Special discount te 
dealers. Write for prices and catalog. 


The Uniflow Pump & Mfg. Co. 
Fifth & Perry Sts. Dayton, Ohio 
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LAUNDRY TRAY LEGS 
(Alberene Pattern) 
Plumbing jobbers—if you have 
been looking for a good place to 
buy the good old Alberene 

Pattern Laundry Tray Lees 
place your next order with us 
Thoroughly seasoned and nicely 
finished castings make our tray 
legs preferred by most plumbers 
Dependable Products 
Dependable Service 


RICHMOND 


Foundry&Manufacturing Co- 
RICHMOND, VIRGINIA 




















AUTOMATIC 


STUASGCE 





THE CLEVELAND HEATER CO. - Cleveland 


the quality Water Heater Builders for 20 years 
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The Old Easy Chair 


It’s been in the family a long time. A spring 
or two may be broken and cigar ashes may 
not have treated it kindly, but there’s no 
chair quite like it and you’re glad to get back 
to it after a hard day’s work. 


What’s this got to do with water heaters? 


Simply this if you sell RUUD, no annoying 
memories of complaining customers will spoil 
your evening's rest. No uncomfortable 
thoughts of money lost to make some prom- 
ises good, will disturb you. 


Sell RUUD, and you can rest easy, knowing 
that you have made a friend out of your 
customer and that the addition to your 
bankroll is permanent. 


RUUD MANUFACTURING COMPANY 
Pittsburgh, Pa. 


Tune in on the RUUD 
Light Opera Hour every 
Monday at 9 P. M. 
Eastern Time. Station 
K D K A, Pittsburgh. 
Wave length 309 meters. 


Do you know just how 
easy the RUUD Easy 
Payment Plan is? No 
red-tape. No trouble. 
Write for details. 





REST EASY—SELL RUUD 
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bends at the lower turn, as this will 
kind of drainage for the vent. 

Fig. 29—-The vents are so drawn that we do not really 
know whether continuous or crown 


vents are intended. 























Fig. 28 


Fig. 29 
Each urinal should be separately trapped. The 
ators should have of their own, 
nected to the drainage system. 
be separately trapped. 
vent of 34 up through the roof, as it might be connected 
to the nearby vent stack. 


refriger- 
a stack 








A rad 
| 
| 
8 
ot 1-H 
dD 
Fig. 30 
Several of these drawings come in the class of poor 


drawings, both in the matter of execution and knowledge | 
of plumbing. Whatever is worth doing at all is worth | 
doing just as well as one knows how. Let’s do better next | 
time. | 


—_—_—_ ———_- ——___—_—— | 


PRESUMPTIONS AS TO AGENTS 
HEN a corporation holds out a person to the public 

W having the general authority to act for it in the 
particular business in which it is engaged, third persons 
may safely deal with the agent in the transaction of such 
business. But there is a limit to the authority of an 
agent, general or special, and the principal is not bound 
by his act outside of such limit. 
In the absence of notice to the contrary, a person deal- | 
ing with an admitted agent may presume that he is the 
general agent and that he is acting within the scope of 
his authority; the burden being upon the principal to 
show notice of any limitation upon the agent’s authority. 
—-Supreme Court of Oklahoma, in Continental Supply Co. 
v. Sinclair Oil & Gas Co., 235 Pacific Reporter, 471. | 
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prevent the right | 


indirectly con- | 
Each laundry tub should | 
There is no need of running the | 
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Bearings that ase 
kissd to the shaft 


Tell Them: 


“There are many metals that can be 
used for radial bearings, but Trane sticks 
to the universal favorite—babbitt. 


“And since babbitt in itself has no great 
strength, Trane moulds it inside a heavy 
brass shell. Each pump is completely as- 
sembled and trued up, and then two of 
these babbitt-lined brass shells are locked 
into perfect alignment. 


“The brass furnishes the strength; the 
babbitt furnishes the perfect bearing sur- 
face; and the Trane workmen attend to 
the alignment. With this combination, 
the bearings really are kind to the shaft.” 


This feature is found in all small Trane 
centrifugal pumps. 


For complete details, 
see Trane Bulletin 20 


THE TRANE COMPANY, 204 CAMERON Ave 


THREE DOZEN BRANCHES INU 


La CROSSE, Wis 
S., CANADA, JAPAN AND CHINA 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, ANDO 


TRANE PUMPS 


CONDENSATION—CIRCULATING—BOOSTER—VACUUM 
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“Deduct 80 cents per 
ft. if RIC-WIL Base 
Drain is Specified” 


HAT’S what one Contractor wrote into a 

recent quotation on an underground con- 
duit job. He knew from experience that on 
that particular job the RIC-WIL Base Drain, 
as compared with round drain, would save 
easily that much in trenching, labor and 
broken stone. 















How many good contracts have you lost on 
a smaller price variation than 80 cents a foot? 






The economies of RIC-WIL are proved facts. 
Hundreds of contractors are using them to 
land more—and more profitable—contracts. 







coi 





For the sake of a busier 1926, write for the 
RIC-WIL Catalog and complete information; 
and on your next prospective job, let RIC-WIL 
help you land it and make it more satisfactory 
—in the field and in its financial returns. 














It is the policy of this Company to 
cooperate with Heating Contractors 







THE RIC-WIL COMPANY 
CLEVELAND + + + OHIO 













It stands to reason. The Ric 
wiL Base Drain saves the sub 
trench; you set the sections in 




















place like a row of dominoes; 
when you've graded and 
aligned it, the job needs no 
further grading or aligning; 
pipe supports wedge solidly 
between its sections without 
special concrete work; and it 
forms a bed on which the 
bottom halves of conduit are 
easily and quickly set It's 






a UND ERGROU N D CONDUIT 
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Are You Making a Profit? 


(Continued from Page 24) 


First, assuming again that all sales are made on a 


thirty-day credit basis, we find that the average monthly 


sales are 12 divided into $61,691.23 
that at the end of the period 
accounts receivable of $12,410.86. 


or $5,140.94 
there 


and 
under review are 
average monthly sales indicates that there remains on the 
books about 214 months’ business unpaid for and there- 
fore a lot of past @ue accounts. The only way to definitely 
decide this point is by consulting the books, as a large 
of this balance might be caused contract work, 


part by 


ENGINEERING 


This divided by the | 


the finishing material and labor having been delivered in 


November. 
A great many plumbers have asked me, ‘What should 


my turnover be?”’ and have placed a great deal of em- | 


phasis on the necessity of a good turnover for profits. 


In | 


every case I have found that they mean by turnover the | 


of times the inventory is contained in 


the cost of goods sold or in other words the turnover of 


number average 


stock. This is a very poor barometer to measure your 
business by, because location and class of business are | 
controlling factors. 

(1) Plumbing shops located in cities where there are 
one or two wholesale houses, carry small inventory 
and realize big turnovers. 

(2) Plumbing shops doing nothing but contracting have 
large turnover of stock and narrow margins of 
profits. 

(3) Plumbing shops located at a distance from their 


source of supply must carry a much larger stock 
and therefore show a poorer turnover. 

A better turnover figure to use is the turnover of total 
capital employed. This is arrived at by dividing the total 
assets, $26,188.99, into the sales, -$61,691.23, which gives 
a resulting turnover figure of 2.3 The better the 
profits realized the higher this turnover and therefore, by 
using this method from year to year you have a basis for 
a fair comparison. 

Bankers and inclined judge 
financial strength by the relation of current assets to cur- 
rent liabilities. It has long been a rule that current assets 
should be at In 
statement they are about 3% 
strength. The difference between current 
rent liabilities— 

ONT ONE GWG reraiod hcg 0 4 sae le Oe $16,062.53 
Current liabilities 4,807.85 


times. 


credit men are to your 


least twice the current liabilities. this 


times which is a sign 


Difference $11,254.68 


‘is known as working capital. In other words this is the 
amount that you can expect to have, over and above liabil- 
ities, with which to run your business. This, I believe, is 
plenty to enable the business under consideration to do 
considerably more business. 

The fixed assets are hard to comment 
tailed information, and few 
pass by: 


without de- 
suggestions we will 


on 
with a 


of | 


assets and cur- | 





(1) I don’t see how a plumbing business, unless doing | 


strictly contracting, can operate with only $199.84 
invested in furniture and fixtures. 


(2) I believe that a business, having the amount 


of 


sales this firm has, if operating strictly contracting 
! 


work, usually shows a larger investment 


and equipment. 


The last and most important consideration, from the 


standpoint of stockholders is, 


in tools | 








Check 





Here is an exceptional Stop and Waste Valve 
enough to make its use profitable on every 


It is heavier, stronger and just about the biggest 
Check these nine 


of its kind on the market. 
features. 


(1) Full waterway (5) Packing nut 


(2) Full opening (6) Encased dis« 
(3) Extra pipe clearance 


(4) Broad faced seat (8) External type 


the 


9- Point 


HAMMOND 


Against Your 
Present Needs 


, priced low 
installation 
value 


important 


(7) Gasket under bonnet 


bonnet 


(9) All parts accurately machined and tested 


HAMMOND BRASS 
WORKS 


Hammond : Indiana 


TRACE 


MARK 








b/ 








Brass Goods 


“Enterprise’”’ Basin, Bath and Sink 
Cocks are the kind that will please 
your most particular customers. Yet 
they are priced low enough to make 
their use profitable on the average 
installation. They come in all 
standard styles and sizes. What do 
you need — right now? 


ENTERPRISE BRASS 
WORKS 


Muskegon Michigan 
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Order From Your Jobber 



































DOMESTIC ENGINEERING March 20, 926 











JOHNSON OIL BURNERS 


Heat Hundreds Such Buildings 
f geen 5 are typical of the buildings—rang- 


ing from California bungalows to New 
York business structures—that are heated 
safely, economically, and efficiently with 
Johnson Oil Burners. 








The proven S. T. Johnson Co. Rotary 
Burner, equipped with full automatic con- 
trol, is our greatest achievement in 20 years 
of successful oil burnermanufacture. It com- 
bines positive self-regulation with absolute 
safety. 


Five distinct safety devices, each simple and 
self-contained, but all working in harmony, 
guard the Johnson Automatic Burner day 
and night. 


The addition of complete automatic control 
greatly enlarges the sales field of Johnson 
dealers. Unusual opportunities now for a 
few more agents. Write or wire. 


sO 


YJ A hen r Nd Nk ipN ENE Ry oh h RS 





(Agents, Distributors and S. ae J OH NS ON & O. 


cc "Ts } ougno . . ~ 
ennenre “TaronpONe the Main Office and Factory 940-950 Arlington St. 
United States and in 


Foreign Countries. OAKLAND, CALIFORNIA 


9-326 
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(1) What did I earn on my stock? 

(2) What is the book value of my stock today? 
According to the statement, the capital stock is $16,000.00 
probably representing an issue of 160 shares with a par 
value of $100.00 a share. The earnings on stock are found 
dividing the stock into the net profits or $16,000.00 
divided into $2,998.85, which shows earnings of 18.74%, 
which if everything else was showing proper charges 
would be a very fine return. 

Let us, however, assuming there are two officers giving 
their full time to the business, give each officer a salary 
of $250.00 per month or $3,000.00 a year. This makes a 
total salary charge of $6,000.00, subtracting from this the 
salary shown on the statement we have a difference of 
$1,571.21 to be charged to expense. This added to the 
increase in depreciation on auto equipment would reduce 
the profits as follows, 


NN ag La la is eee s Goa Sg we OS $2,998.85 
Less 
Increase in salaries..... $1,671.21 
Depreciation increase ... 261.00 1,832.21 
OS a eae ee $1,166.64 


and this equals only 7.29% on the stock, which is not a 
large return for the risk of investment. 

To find what the book value of the stock is, you add 
the capital stock and surplus together and divide by 160 
shares, the result in this case being a book value of 
$133.63. 

To sum up and also to answer the questions that were 
asked by the firm submitting these statements, 

(1) I do not believe that overhead can be reduced, un- 

less you discontinue the allowing of a sales dis- 
count. Your mark-up does not warrant such a 
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81 


discount and the amount of accounts receivable 
uncollected does not indicate that the giving of the 
discount is speeding collections Local conditions 
and what the accounts receivable are composed of 
might, however, change this decision 

(2) The amount that should be charged above actual 
cost of labor and material in order to make a fair 
profit, as explained before, is 32.08% instead of 


99 2¢ 
23.36 ¢ 


/O-* 

(3) The capital invested would be sufficient to handle 
a much larger volume of business, providing ac 
counts receivable are kept up to date 

(4 


There is not enough mark-up on labor sold or else 
there is too much unproductive labor charged to 
costs. 

Perhaps, after reviewing these figures, one might be 
inclined to say, “It can’t be done You can’t get a proper 
mark-up in this business,’’ and I partially agree, but you 
can get a proper mark-up, fair profits, and therefore a 
comfortable living, if you would each one learn what your 
mark-up should be, how to figure it and then go after it 


The Master Plumbers’ Association of Macon, Ga.. re 
cently held its annual meeting The following officers 
President, L. R 
Newby; vice-president, F. X. Daly; secretary, Geo. F. Yet- 


were elected for the ensuing year 


ter, and treasurer, W. J. Brown. 

The Master Plumbers’ Association of Delaware County, 
Chester, Pa., recently elected and installed the following 
President, Horace W. 
White; first vice-president, Thos. G. Shaffer: second vice- 
president, Edward J. Ford; treasurer, Howard P. Kelley; 
secretary, Geo. J. Diggins, and sergeant-at-arms, J. Stan- 


officers for the ensuing year 


ley Stewart. 


The Morency-Van Buren Mtg. 


Division, of Sturgis, Mich., as for 


vears past, makes the dependable 


M-VB Closet Tank Fittings ...... 
These are sold to the trade by The 


American Pin Co., Division Scovill 


Mfg. Co., Waterbury, Connecticut 
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Father of all the other 
combination sink fixtures 
and far and away the 
biggest seller of the lot. 
You'll make no mistake 
to keep on selling Classics, 





no matter how 


substitutes come hammer- 


CHICAGO **" 
FE u c ETS The Chicago Faucet Co. 


many 


2700-22 N. Crawford Ave. 
Chicago, Ill. 























That 
ODUPLEXO 
Feature 


Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 








Ask for Bulletin D 6. 


MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. Y. 1) 














Ask your Jobber about 
STA=PAK 
VALVES 

they never need re-packing 

CAPITOL BRASS WORKS 
2300 Franklin Street 


==DETROIT, MICS 
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Indiana Endorses Central Office 
(Continued from Page 28) 


year and also open the way for a state permanent office 
next year, is as follows 

“Whereas the seeming necessity for a way and system 
for the placing of our organizer in the state to secure for 
our state organization of sanitary engineers all available 
membership, and 


Whereas this important issue should not be left over 


for a future date for action, 
“Be it resolved, the Indiana Society of Sanitary Engi 
neer in convention assembled at Lafayette, Indiana 


March 8, 9 and 10, 1926, do hereby empower their in 


oming officers and 


board of directors to proceed imme 


i t ! 


diately with plans of financing and placing in the Indiana 


field a capable organizer and are also instructed to present 
to the state convention in 1927 a budget with plans of per 
manently establishing a permanent secretary for conduct 


ing the managerial offices of this association.”’ 
The resolution of the National 


Portland 


Association 


as adopted 


under the heading of ‘‘make a wholesaler a 


Wholesaler’’ was unanimously approved by the Indiana 
SOcTeETY 

William J. Woolley, vice-president of the Wolff Manu 
of the Indiana 
later secretary of the National Trade Exten 
with the three Illi 


In commenting on 


facturing Corporation, formerly president 


Society and 
on Bureau came to the convention 
ois visitors and made a short address 
the statement that ten past national presidents had failed, 


Mr. Woolley said attention should be drawn to those who 


had continued their earlier success as he felt that associa- 
tion work usually increased the probability of success in 
busines Twelve years ago in the same city Mr. Woolley 

id presided over the Indiana meeting and he felt no 


regret over the great amount of time he had since devoted 
'o association affairs as his position today is the result of 
“No Woolley 
his time to better advantage than in organization 


ich work young man,” Mr. said “can 
pend 
work.” 


TELLS OF TRADE EXTENSION BUREAU 
secretary-manager of the 


TILLIAM G. BERGNER, 
National Trade Extension told the dele- 


Bureau 


gate omething of the work of that bureau. He felt that 
too many master plumbers and heating contractors are 
not alive to the necessity for improving their methods of 


rying on business Any unsatisfactory condition in the 


ndustry today, he felt, had been brought on by the con 
! ors themselves. Greater efforts to improve the busi 
n and make it a profitable one to engage in must be 
! 1 Hle stated that he hears complaints against whole 

ler practices and similarly hears jobbers criticize the 
n r plumber He feels that the responsible wholesaler 
wants to carry on his business on ethical lines but that 


many master plumbers have been negligent in placing their 


messages before the public so that some jobbers have 


o make the direct sales appeal themselves. 


ike of the advantages of association work 


ind of tl need for putting secretary-managers in charge 
of more associations His investigation had shown that 
nly $17,000 was being spent in 33 states for paid secre 
taries, a sum which should be greatly increased if asso 


ciation affairs were to be more efficiently managed 
Cc Cc told the 
jobber 


Pyke, prominent Lafayette contractor 


delegates of the “proper relationship between the 
and sanitary engineers.” He felt that conditions needed 
correction and that educational and association activities 


ness 


should be vigorously supported so that improved bus 
conditions would follow. 
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J. H. Owens, secretary to the advisory committee of the 
state building council discussed the state building rules 
and regulations. He felt that Indiana was in the front 
rank in building legislation and asked for the assistance of 
master plumbers in seeing that the new regulations wer: 
observed. 

J. B. Rochford of Gary, also told the delegates of the 
many advantages of organization work. He thought a con 
tractor could profitably eliminate 90 per cent of the routine 
work which now occupied his time and concentrate on or 
ganization. A business manager for an association is 
necessary, but should be some one who is not in the plumb 
ing business. 

Others who spoke on association work and its necessity 
and advantages were Victor Larson of Lafayette, Harry 
Grant of Evansville, Charles Maloney of Gary, A. C. Sand- 
berg of Lafayette, Henry Heuck of Gary and A. E. Werk 
hoff, Sr., of Lafayette. The latter expressed the opinion 
that not 20 per cent of the men in the association would 
show a profit on their business if they charged themselves 
a salary equal to what they paid their men. 

President Gallivan was assisted in directing the society's 
three-day meeting by a number of officers and committees 
Omar Morgan, of Indianapolis, was reading clerk and C. 
J. Dickman, also of Indianapolis, was assistant to the 
sergeant-at-arms. 

The auditing committee included W. H. Beeler, of New 
Albany, John Freitag, of Terre Haute and J. B. Gardner, 
of Indianapolis. 

The credentials committee consisted of Roy Duncan 
and Arthur Lahr, both of Lafayette. 

M. J. Lordier, of Fort Wayne, was chairman of the 
nominating committee with H. F. McAuliffe, of Indiana 
Harbor, and W. G. Hoffman, of French Lick, as associates 
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The resolutions committee was headed by Charl H 


Maloney, of Gary, and included also H. E. Shreiner, of 


Elkhart, and A. C. Sandberg, of Lafayette 


The memorial committee included W. Max Baker, of 


Muncie, John Niewoehner, of Richmond, and Albert Grant 
of Evansville. 

The Lafayette Sanitary Engineers’ Society, which pro 
vided so thoroughly for handling the convention business 
and entertainment features, includes Roy W. Duncan, 
president; Arthur Lahr, vice-president A. E. Werkhoff 
Jr., secretary, and Earl Cass, treasurer Its members are 
S. H. Bylsma, Duncan & Larson, Earl Cass, Headson & 
Lahr, Lane-Pyke-Werkhoff Co., Orth Plumbing Co., A. C 
Sandberg and Werkhoff-Mertz Co 

At the convention, 90 members of the society were reg 
istered. 

The Ladies’ Auxiliary of the Indiana Society of Sanitary 
Engineers held its annual convention in Lafayette at the 
same time This was the thirteenth annual meeting of 


this auxiliary, Indiana being the first state in which a 


ladies’ organization was formed Mrs. John Orth, of 
Lafayette, was re-elected president Mrs. A. C. Sandberg 
of Lafayette, was again chosen as secretary and treasurer 


and Mrs. H. E. Shreiner, of Elkhart, was re-elected vice 
president. Both Mrs. Orth and Mrs. A. J. Weinhardt, of 
Terre Haute, past president, spoke at the joint meeting 
of the two organizations on the opening day. 

In view of the fact that the educational work which the 
auxiliary has been supporting is no longer being carried on 
at any Indiana school, the auxiliary voted to use this 
money as a memorial drinking fountain fund. A fountain 
will be erected from now on at every convention city 
where the Indiana Society meets. The delegates also voted 


to send their president, Mrs. John Orth, to the Louisville 


CAST IRON FITTINGS 


We manufacture a full line of Cast 
Iron Screwed and Flanged Fittings, 
Flanges and Flange Unions for 
Stearn, Gas, Water and Oil Stand- 
ard and Extra Heavy. ' 


PITTSBURGH ENGINEERING CO. 


Main Office and Works 
JEANNETTE, PA. 
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Suit-Oskne 


Self-Oi 


ing Pumps 


Catalog and Informa- 
tion on request. 


The F. E. Myers & ess Co., Ashland, Ohio 


Myers ‘‘Honor-Pumps’’, 


For General Service 


Safety and low cost of operation, uniform service without 
attention, increased capacity over comparative sizes of old 
tyPe pumps, have popularized Myers Self-Oiling Power 
umps in domestic, agricultural, com- 
mercial and industrial fields to such an 
extent that we now build 
them in Twelve Sizes to meet 
installation, motiveand 
volume requirements 
If interested in power 
pumps for home, farm, 
mill,mine or factory, 


Manufacturers of 


MYERS Self-Oiling Power Pumps 


Hay Tools, and Door Hangers 









































them. 


Type **a” 


TRACE MART 





Automatic Gas Water Heater 


If you want some real evidence 
about Humphrey Heaters, go to 
the people in your town who own 
What they tell you will 
help you to sell others. 


Humphrey Company 
(Div. Ruud Mfg. Co.) 


Kalamazoo Michigan 












rrr, rr rrr brrrrr44 three. 


Peete eeeeeeee. see 


igge™ Yalu 


With 8-Day Clock: 


Remarkably Low Priced! 
Write for Catalog. 


INNEAPOLIS 
Hear Recutator Co. 


2801 Fourth Ave., So., Minneapolis, Minn. 


New MODEL 
Thermostat 


Tl 


-7 Jewels 











ESTABROOK 


Grease Trap 
for Clubs, Hotels 
and Restaurants 

Eliminates the trouble and ex- 

pense caused by grease-clogged 

drains from kitchens of clubs, 


hotels, 


For 


+, > 


outside 


restaurants 


residences. 


and 


installation. 
measures 30x30 inches and has 
or 6” outlet. 


R. ESTABROOK’S SONS 
South Boston, Mass. 


large 


Pot 
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national convention. Mrs. James Diggle, of Indianapolis 
vice-president of the national auxiliary, told the delegates 
of the annual meeting at Portland, Ore., last summe: 
The Lafayette auxiliary had provided a full program 
of entertainment and inspection which won the cordial 


visiting ladies. 


appreciation of the 
EXHIBIT ATTRACTS DELEGATES 

N EXHIBIT was held in conjunction with the conven 
A tion. Water softeners and pumps were displayed 
by the Biggs Pump & Supply Co., Lafayette, with F. B 
Timberlake, R, O’Haver and S. Cochran in charge. The 
Wolverine Brass Works, Grand Rapids, Mich., had (Otto 
G. B. Lambourne in charge of its display 
of Sy Martin 
stand of Martin & 
of were 
Kenosha, 


Jentsch and L 
goods. 

Mm. 2. 
pipe 
Wis., 
Wanger Co., 


brass demonstrated the 
Sons, Owensboro, Ky. 
the American Brass Co., 
through Harry G. Wallis. The Woodward- 
Philadelphia, showed tank balls and plumbers’ 
specialties with George M. Durgin and E. Orth in charge 
E. E. Preston of the Ridge Tool Co., Elyria, O., displayed 
wrenches and pipe vise stands. The Vaile-Kimes Co., Day- 
O., showed its water softener and electric water sup- 
systems in charge of W. R. Jarvis and R. M. Kalius. 
Water softeners and electric water supply 
shown the Duro Pump & Mfg. Dayton, O., repre- 
sented by John W. Wood. The Puritan Engineering Corp., 


pipe 
Samples 


vise 


brass shown by 


ton, 
ply 
systems were 


by Co., 


Crawfordsville, Ind., had its water softener display in 
charge of T. F. Sparkman. 

Representatives of other companies present included 
G. P. Manson of the American Radiator Co., Chicago; 
Charles E. Lincoln of the Mueller Co., Decatur, IIl.; H. ¢ 
PoehlIman of the Ruud Manufacturing Co., Pittsburgh; T. 
Reid Mackin of the International Heater Co., Utica, N. Y 


R. H. Ritchie and J. W. Plasterer of the EverHot Heater 
Co., Detroit, Mich.; John Heinkel and C. M. O’Brien of 
the Blake Specialty Co., Rock Island, IIl.; A. S. Bain of 


the C. A. 
McLain Co., 
Dayton, O.; 
rich of the 


Dunham Co., Chicago; T. C. Jackson of the Weil- 

Chicago; Earl R. Suter of the Duriron Co., 
Robert Prox, Herman Prox and Clarence Good- 
Frank Prox Co., Terre Haute, Ind. 


NEW YORK CITY PLUMBERS CHARTER SPECIAL 
TRAIN TO CONVENTION 
The Committee on Transportation of the Master 
Plumbers’ Association, of New York City, has de- 
cided to travel over the Lackawanna Railroad to the State 
Master Plumbers’ convention at Binghamton, to be held 
March 22-24th, an announcement by John F. Rogers, of 


Queens Borough, 
mittee 


states. The com- 
has arranged for a special train which will leave 


committee chairman, 


New York City Sunday, March 21st, at 10 a. m. by ferry 
from the foot of West 23rd, Christopher, and Barclay 
streets, and from Hoboken, N. J., at 10:20 a.m. The cost 


of the round trip to the delegates and members who will 
make the trip is $20, which includes railroad fare, pullman 
and Juncheon in each direction. The final meeting of 
the delegates was held at the rooms of the Brooklyn Asso- 
ciation, 8 Nevins street, Monday March 15th, 
when plans were completed. 


seat, 


evening, 





A public comfort station will be constructed in Calumet 
park, Ind., by the park board of that in the 
near future. The total cost of the building will be ap- 
proximately $35,000, and it is planned to have it finished 
by the opening of the summer season. 


Gary, city 


The Emporia Plumbing Co., of Emporia, Kans., has 
been awarded the heating and plumbing contracts on the 
new music hall at the State Teachers’ College in that city 
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Convention Dates 


March 17 to 23, 1926.—The first annual National Heating 
anid Ventilating Exposition, to be held in the New Madison 
Square Garden, New York City. 

March 22, 23 and 24, 1926.—The annual convention of the 
Missouri State Association of Master Plumbers, at St. Louis 

March 23 and 24, 1926.—The annual convention of New York 
State Association of Master Plumbers, at Binghamton, N. Y., 
with headquarters at the Arlington Hotel. 

March 24, 25 and 26, 1926.—-Spring meeting of the National 
Association of Brass Manufacturers, at West Baden, Ind. 

March 27 to April 3, 1926.—Own Your Home Exposition, at 
Coliseum, Chicago. 

March 29, 1926.—The annual meeting of the Heating and 
Piping Contractors New York State Association, at Utica, 
N. Y., With headquarters at Hotel Marten. 

April 5 and 6, 1926.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Oklahoma 
City, Okla., with headquarters at the Huckins Hotel. 











April 6, 1926.—The annual convention of the Massachusetts 
State Association of Master Plumbers, Inc., in Boston, Mass. 

April 6, 7 and 8, 1926.—Third annual convention and ex- 
position of the American Oil Burner Association at Detroit, 
Mich., with headquarters at the Book-Cadillac Hotel. 

April 7 and 8, 1926.—The fifteenth annual meeting of the 
Ontario Society of Domestic Sanitary and Heating Engineers, 
in Hamilton, Ontario, with headquarters at the Royal Con- 
naught Hotel. 

April 8 and 9, 1926.—The fourth annual convention of the 
Louisiana and Mississippi Association of Plumbing and Heat- 
ing Dealers, at Bogalusa, La. 

April 12 and 13, 1926.—The annual convention of the Ala- 
bama State Association of Master Plumbers, at Montgomery. 

April 13 and 14, 1926.—The annual convention of the Mich- 
igan Association of Plumbing and Heating Dealers, at Kala- 
mazoo, Mich., with headquarters at the Hotel Burdick. 








Pressure Equalizing Valoe prevents changes 
in temperature of shower caused by pressure 
changes in supply lines, due to use of nearby 
showers, faucets, or flush valoes. If cold water 
supply fails, hot water is automatically shut off. 


What makes the POWERS Shower Mixer dif- 
ferent from all others? 
It’s the principle on which it operates. It is not 


thermostatic. It does more than merely mix hot 
and cold water. It has two remarkable features 
found in no other shower mixer—a Pressure 
Equalizing Valve and a Safety Stop. They 
eliminate scalding and annoying temperature 
changes in the shower bath, caused by: 

Pressure changes in supply lines due to use 
of nearby showers, faucets, and flush valves. 

2. Failure of cold water supply. 











“Tt’s the principle of the thing!” 


THE POWERS REGULATOR COMPANY 


35 years of specialization in temperature control 
2716 Greenview Ave., Chicago—Also New York, Boston, Toronto and 31 other offices. See your telephone directory 
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April 15 and 16, 1926.—-The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Hot Springs, Ark.., 
with headquarters at the Como Hotel. 


April 19, 20 and 21, 1926.—The annual convention of the 


Associated Master Plumbers of Texas, at San Antonio, with 
headquarters at the Gunter Hotel. 

April 26 and 27, 1926.—The annual convention of the 
Georgia State Association of Master Plumbers, at Savannah 

April 27 and 28, 1926.—The annual convention of the Colo 
rado Society of Sanitary and Heating Engineers 

April 29 and 30, 1926.—-The annual convention of the Vir 
ginia State Master Plumbers’ Association in Lynchburg, Va 

May 3 and 4, 1926.—The annual convention of the Florida 
Master Plumbers’ Association, at Miami, Fla 

May 7 and 8, 1926.—-The annual convention of the Associa 
tion of Master Plumbers of the State of Washington, at 
Longview, Wash., with headquarters at the Hotel Monticello 

May 10 and 11, 1926.—The annual convention of the North 
Carolina Master Plumbers’ Association, in Goldsboro, N. C. 

May 11 and 12, 1926.—The thirty-sixth annual convention 
of Connecticut Master Plumbers’ Association, at the State 
Armory, New Haven, Conn The association's annual exhibit 
will be held in the same building May 11, 12, 13 and 14. 

May 14 and 15, 1926.—The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ove. 

May 17 and 18, 1926.—The annual convention of the Ten 
nessee Master Plumbers’ Association, at Chattanooga, Tenn 

May 17, 18 and 19, 1926.—The annual convention of the New 
Jersey State Master Plumbers’ Association, at Camden, N. J 
The sessions will be held at the New Convention Hall. 

May 17, 18 and 19, 1926.—The annual convention of the 
California State Association of Master Plumbers, at Los 
Angeles, Calif. 

May 25 and 26, 1926.—The thirty-second annual convention 
of the Pennsylvania State Association of Master Plumbers, 
in Erie, Pa. 


Mny 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 


Safety Stop protects bather from scalding 
caused by a “dead end” in the hot water supply 
line. It also prevents waste of hot water, and 
reduces decorating expense by preventing 
“steamed-up” bath rooms. 


3. “Dead ends” in hot water supply line. 


Ask for our Booklet 
We have prepared a 20-page Bulletin which 


analyzes the Shower Mixer question briefly but 


comprehensively, explains the points of the 
POWERS, and gives the results of experiments 
and experiences of users, under many different 
conditions. You will find the information it gives 
a valuable addition to your practical working 
knowledge. 

Upon request, we will gladly send you a copy. 
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and 29, 1926.—The second convention of the 
of Plumbing and Heating Salesmen, in 
Hote! 


May 27, 28 
National Association 
Detroit, Mich., with headquarters at the Book-Cadillac 

June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

June 1, 2, 3 and 4, 1926.—-The thirty-s¢ 
vention of the Heating and Piping 
Association, at Washington, D. C., with 
Willard Hotel. 


June 21, 1926.—The Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head- 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—-The forty-fourth annu-. conven 


tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 


October 11-15, 1926.—-The convention of the 
American Gas Association, at Atlantic City, N. J 


venth annual con 
Contractors National 
headquarters at the 


annual convention of the 


eighth annual 


TO EDUCATE THE PUBLIC ON THE VALUE AND 
IMPORTANCE OF GOOD PLUMBING 

daily San Francisco and Oakland, 

Calif., the first of a series of advertisements by the Cali 


will soon be pub 


In the papers of 


fornia Sanitation Development League 
lished. 


jobbers 


Composed of representatives of manufacturers, 


and retailers of plumbing and heating supplies 


and representatives of the trade publications in the field, 


the League is inaugurating this campaign in order to 
educate the general public to the advantages of pat 
ronizing regularly established master plumbers and heat 


Bay District of 


men” 


The San Francisco 


flooded 


ing contractors 


California plumbers 
the 


themselves 


with ‘Shandy 
making improper 
the craft are 
of the opportunity to warn the public of unlicensed firms. 
will 


has been 


who have been installations, and 


organized members of availing 


Experienced advertisers handle the _ publicity, 
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which, in addition to the paid advertisements, in leg 
many news items and publicity in the editorial « ns 
of the Each advertisement will carry 
requesting a copy of a free booklet, “Model Bathri 
It is believed that by getting the public to send f: 
omplete story of the 
vital message which the plumbers have to put 
home with sufficient force to leave an ind«lible 
an impression deep enough to prompt those 
who read the booklet to boosters instead of 
knockers of the plumbing and heating professions 
Widespread advertising has perhaps never before heen 
which 
individual 


papers. a coupon 


importance of plumbing, th: ig 
over will 
be driven 
impression 


become 


attempted by any organization embraces all! the 
branches of the trade. Many 


and jobbers, and associations composed of manufacturers 


manufacturers 


of like products advertise, but this new co-operative ad 
vertising is being watched with a great deal of interest 
if it brings the will no 
many throughout the 


desired results, doubt be a 


campaigns 


and, 
forerunner of 
United States. 


such 


JOBBERS' CREDIT ASSOCIATION FAVORS UNIFORM 
LIEN LAW 
The Jobbers’ Credit Association of New York City de- 


cided to take an active part in the campaign for uniform 
Lien Law for all states of the union, which is being advo 
cated by the Department of Commerce, United States gov 
held at the Hotel Martinique 
The assembled jobbers, after 


ernment, at its meeting 
Tuesday evening, March 9th. 
considerable discussion of the matter, voted to suggest to 
the Department of Commerce several features which they 
believe should be incorporated into any uniform national 


code which is adopted. 


Brother - Up 
To This 
Big Brother 


ROTHER-UP to this biggest Burnham of them 
all—the Big Twin Section 
Although big and powerful it is as meek as a lamb, 
when it comes to setting up. 


No part of it is so big 
it won’t go through an opening 2 feet wide and 
4 feet high 

Short tie bolted, double grates, each shaking half 
at atime. Three times back and forth fire travel. 
Made in seven sizes 

Rated from 7,850 to 16,550 for steam, and 12,600 
to 27,000 for water 


Have the full facts handy—send for catalog. 


IRVINGTON, N. Y. 


Representatives in Canadian Offices: 
i iti Harbor Commercial Bldg., Toronto 
ane Sneeee 124 Stanley St., Montreal 
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SPRING MEETING OF N. A. B. M. WILL BE HELD AT 


WEST BADEN, IND. 

The regular spring meeting of the National Associa- 
tion of Brass Manufacturers will be held at the West Baden 
Springs Hotel, West Baden, Ind., on Friday, March 26th, at 
10 a. m., according to the official call just issued by Com 
missioner Wm, M. Webster, Chicago. As a number of im 
portant matters have accumulated since the annual meet 
ing, which should have the attention of every member, the 


Commissioner would like to see a 100 per cent attendance 


FEDERAL-HUBER CO. MOVES TO PLANO, ILUL., JUST 
BEFORE FIRE DESTROYS OLD PLANT 

One of Chicago’s largest fires last week destroyed 
Federal-Huber Co.’s building at Fulton and North Halsted 
streets, but disturbed this company’s activities only slightly 
due to the fortunate fact that it had just completed, 
March 1, its move to its new factory in Plano, Ill. The 
direct result of the fire, then, was to wipe out the general 
offices, the wood-working department and the Chicago 
stock which were still maintained at the old address. 
Officers of the company proceeded at once to secure new 
quarters and announce that their general offices and Chi- 
cago stock will hereafter be located at 139 North Sanga 
mon street. They, also, announce that their new plant in 
Plano is in full production and doubles their former 
capacity. 


NEW SUPPLY HOUSE IN ENGLEWOOD, N. J. 
William Schacht, formerly with the Bogota Supply Co., 
and also the Palisades Lumber and Supply Co., has or 
ganized a plumbing supply company in Englewood, N. J. 
The new firm will do business under the name of the 
Keystone Plumbing Supply Co., and is located at 69 West 
Palisades avenue. Interested with Mr. Schacht in the new 
concern is Robert A. McCanless, a master plumber. 
NEW HEATING SPECIALTY HOUSE 
Paul Plumbing & Heating Co., Johnstown, Pa., recently 
retired from the retail business and have entered into the 
wholesale business in heating specialties. The new concern 
will be known as the Paul Heating Specialties Co. Its 
Officers are: G. B. Roudabush, president; George Rinken- 
berger, vice-president, and W. H. Paul, secretary and trea- 
surer, 


NOW IN NEW LOCATIONS 
The Trenton Potteries Company has opened a new of- 
fice in Boston, having moved to Room 1105, Little Build- 
ing, from 9 Tremont place. George E. Stevens will con- 
tinue in charge of the office. 
The Newport Boiler Company, of Chicago, has moved 
its general office from 105 South Dearborn street to the 
Bailey Building, 529 South Franklin street. 


The Foxboro Co., Inc., Foxboro, Mass., recently moved 
its Chicago office to Room 204-206 St. Clair building, 154 


East Erie street in that city Cc. H. Roessner will con 


tinue in charge of the office 


BUYS CUYLER & MOHLER'S SUPPLY BUSINESS 


The Bridgman Compan ,Oth street below Chestnut 
Philadelphia, hz pu 1 the upply busine of Cuyler 
& Mohler. in Baltimore, Md and will operate this con 
cern as a branch bbing hous: Charles P. Wilfong, for 
merly manager of tl Chester, P neh of the Bridg 
man Company, will manage the new store, his place being 


taken at Chester by N. H. Fahrbach 

With the acquisition of Cuyler & Mohler, the Bridgman 
Company secured besides the good-will of the company 
a four-story building on a lot 50 ft. by 310 ft. at 611 Wil 
liams street, besides a vard 0 ft. by 120 ft, and shops at 
612 Riverside avenue The Bridgman Company now ha 


branches at Allentown, Chester and Reading, Pa and 
Newark. N. J.. besides the new Baltimore subsidiary 


ADOPT STANDARD VARIETIES OF VITREOUS CHINA 
PLUMBING FIXTURES 

At the meeting of the manufacturers’ advisory com 

mittee on vitreous china plumbing fixtures, held March 10 
at the Bureau of Standards, Washington, D. C., the sub 
ion recommended the following as 


+ 


committee on eliminat 


standards for the industry The commendations were 
drafted at a meeting of this sub-committee in Pittsburgh 
February 23. and based on a survey, made by F. W. Don 
ahoe. statistician. of the quantities produced in theaditreou 
china plumbing fixture industry At the meetipe, March 
10, they were adopted and the following list of water cloget 
bowls, tanks and lavatories, limited to 45 varieties, show 


the standard fixtures decided upon 


Staple Floor Outlet Syphon Jet Closet with Silencing Chamber: 


Top Supply, Res r } 

Extended Top Supt Re lar 
Top Supply, Extended Lit 

Extended Top Supply, Extended Lip 


Staple Floor Outlet Syphon Jet Closet: 


Top Suppl rR r Be (Res H 
Exten a 7 » € 1 rR Reg | 
Top Supply, Exter 1 Lip a i 
Extended Top Supply, Extended Lip tog. Hi 
Top Supply, Extended Lip GI The 


Wall Hanging Syphon Jet Closet: 

Top Supply, Extended 1 
Back Suppl } ter 1] 
Side Su Ext led J 

Staple Floor Outlet Syphon Jet with Raised Recor Vent: 
Top Supply, Hxtended Lip (Reg. He ht) 
Top Supply, Extended Lip Glu He ht 
Wall Hanging Syphon Jet Closet with Raised Rear Vent: 
Top Supply, Extended Lit 
Rack Supply, Extended Lip 
Side Supply, Extended Lip. 
Staple Floor Outlet Reverse Trap Closet: (Without Jet) 
Back Supply, Regular Bow] (Reg. Height) 
Back Supply, Extended Lip (Reg. Height) 

Staple Floor Outlet Reverse Trap Closet: (With Jet) 
Back Supply Regular Bowl (Reg Height) 
Back Supply, Extended Lip (Reg. Height) 
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Salesmen at the Recent Annual Convention of 
Illinois Master Plumbers’ Association at 
Danville, Illinois 


Top row, left to right: C. E. Halsey, of Fairbanks, Morse 
& Co.; R. E. Larsen, Wolverine Brass Works; E. M. Rose- 
berry, Fairbanks, Morse & Co.; Wm. Clement, of Nye Tool 
& Machine Works, Chicago, and A. 8. Gould, of Oster Mfg. 
Co-—Second row: C, W. Metcalf, of Oster Mfg. Co.; C. 
M. Cuthbert, Woodward-Wanger Co.; P. L. Bean, of Muel- 
ler Co., Decatur, D1.; C. W. Wanger, president, W oodward- 
Wanger Co., and Wm. Hunt, of Duro Pump & Mfg. Co.— 
Third row: W. L. Waddell, secretary and treasurer, 
Decatur Pump Co.; J. R. Lamb, of American Brass Co., 
Waterbury, Conn.; W. J. Hebenstreet, Blake Specialty Co., 
Rock Island, Hl.; H. G. Wallis, American Brass Co., and 
W. T. Wheat, Decatur Pump Co—Fourth row: L. L 
Replogle, United States Radiator Corp., Detroit, Mich.; 
c. M. O’Brien, Blake Specialty Co.; W. B. Robinson, Amer- 
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Staple Floor Outlet Syphon Washdown: (Without Jet) 


Back Supply, Reg. Bowl, 12” Roughing (Reg. Height 
Back Supply, Reg. Bowl, 14” Roughing (Reg. Height 
Back Supply, Reg. Integral Seat, 12” Roughing Reg 
Height) 
Back Supply, Reg. Integral Seat, 14” Roughing Reg 
Height) 
Staple Floor Outlet Syphon Washdown: (With Jer) 
tack Supply, Regular Bowl (Reg. Height). 
=. 


Wall Hanging Blowout Closet: 
Extended Lip. 

Extended Lip. 

Extended Lip, Integral Seat. 
Extended Lip, Integral Seat. 


tack Supply, 
Side Supply, 
Back 


Side 


Supply, 
Supply, 

Wall 
hack 


Hanging Blowout Closet with Raised Rear Vent: 
Extended Lip. 
Extended Lip. 


Supply, 
Supply, 
Lowdown Tank with Upper Left-Hand Lever: 


Small (approximately 6%-gal. capacity). 


Large (approximately 8-gal. capacity). 
High-up Tank 
Small (approximately 3-gal. capacity). 
Large (approximately 6-gal. capacity). 
Straight Front Lavatory: 
18x20” with back, 18x20” without back. 
20x24” with back, 20x24” without back. 


27” without back 


1x30” without back. 
Round Front Lavatory: 
18x20” with back. 
18x20” without back 
Round Front Corner Lavatory: 
1614x1614” with back. 


It was, also, voted to adopt the following: 

“That that all 
lavatories which are not equipped with pedestal, leg and 
wall shall be supported on suitable brackets; 
that standardized supply and waste punchings be limited 


all lavatories be made with an overflow; 
supports 


two basin cocks and pop-up waste, chain stay or 
pop-up 


to (a) 


combination fittings; (b) integral nozzle and 
waste.” 


* * * 


Final reports and recommendations of the various sub- 
committees in the vitreous china plumbing fixture industry 
will be general conference of representative 


and users, architects and 


ready for a 
manufacturers, distributors 
builders which is to be held at the Bureau of Standards, 
Washington, May 12. 

The members of the sub-committee on elimination who 


were present at the March 10 meeting were: H. F. Beglan, 


Standard’ Sanitary Manufacturing Company; A. M. Mad- 
dock, Thomas) Maddock’s Sons Company; P. J. Faherty, 
Lambertville Pottery Company; H. J. Marsh, J. L. Mott 


Company; Arthur Plantier, Sanitary Earthenware Specialty 
Company; J. E. Wright, Wheeling Sanitary Manufacturing 
Company; H. R. Colwell, Simplification Specialist, Division 
of Simplified Practice; F. W. Donahoe, Statistician. 


ienn Radiator Co.; H. E. Heyder, Conemaugh Iron Works, 
Latrobe, Pa., and J. Heinkel, Blake Specialty Co—Fifth 
row: E. D. Herskovitz, Nye Tool & Machine Works, Chi- 
eago; F. E. Riddile, American Radiator Co.; 0. A. Meyers. 
Duro Pump & Mfg. Co.; 0. C. Draper, Mueller Co., Decatur, 
Ill., and G., W. White of same firm.—Sixth row: E,. BE. 
Ridge Tool Elyria, Ohio; J. V. Liddy, 
Kewanee Boiler Co.; C. E. Barnes, Crane Co., Chicago; 
A. P. Hare, Kewanee Boiler Co., and D. W. MecCorvie, 
American Radiator Co—Seventh row: J. F. Dare and H. 
S. Pettengill, both of Duro Pump & Mfg. Co.; W. H. 
Jonas, Crane Co., Chicago; R. Kuepper, Ridge Tool Co.. 
Elyria, Ohio, and F. B. Hackett, Bridgeport Brass Co.— 
Eighth row: F. D. Pfeiffer, Kewanee Boiler Co.; R. ?. 
Moscrip, Crane Co., Chicago; G. C. Freeman, Chicago 
Faucet Co.; Leo Mayer, Josam Mfg. Co., and M. W. Smith, 
Duriron Co. 


Preston, Co., 
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MAINE SALESMEN HOLD TWENTIETH ANNUAL 
MEETING 


Whether or not to affiliate with the National Associa- 
tion of Plumbing and Heating Salesmen was the chief topic 
of discussion at the 20th annual meeting of the Plumbing, 
Steam and Metal Salesmen’s Association of the State of 
Maine, held at Dunscroft, Dunstan, Me., Monday, March 
8th 

Frank Meyers submitted a report covering the matter 
of affiliation in which he advised waiting until the by-laws 
of the national body are published. He expressed the 
thought that, since the salesmen of Maine were associated 
purely for social reasons, and the membership widely scat- 
tered, it would not be advisabie to affiliate with the na 
tional association. 


This was the feeling expressed by others in the dis- 
cussion which followed. Harold F. Coombs reported an | 


interview which he had with William Boales, who heads 


the national group, but Mr. Coombs was of the same opin- | 
ion as Mr. Meyers, as was P. Eaton, who moved that the | 


matter be tabled indefinitely. However an amendment 


by E. O. Brown, to the effect that it be tabled until the | 


members desire to bring it up again, was unanimously 
passed. F. J. Murphy, of the Detroit association, made an 
address in which he stated that since the Maine Association 


is represented in the National Association of Heating and 
Ventilating Engineers, in the National Association of | 
Heating and Piping Contractors and in the National As- | 


sociation. of Master Plumbers, it ought likewise to be repre- 
sented in the salesmen’s national body. 

The treasurer’s report indicates that membership has in- 
creased from 127 to 147 during the past year. 


The New Officers—And Those Attending 

The recommendations of the Nominating Committee, 
composed of A. M. Rosebrook, Mr. Mallard and J. M. 
Griffith, were unanimously carried... They were as follows: 
President, Allan M. Pierce; first vice-president, Harold W. 
Coombs; second vice-president, Edwin O. Brown; third 
vice-president, C. A. Voter; treasurer, F. S. Billings; fi- 
nancial secretary, R. C. Parker; recording secretary, Ells- 
worth F. Hayden. 

The meeting opened with the usual ceremonial session 
of the “Knights of the Round Table,”’ the ‘‘Keeper of the 
Golden Key” and the ‘‘Ancient Order of the, Hunt’? and 
wound up with an excellent shore dinner. Those attend- 
ing were as follows: A. F. Atherton, Earl Beatty, E. O. 
Brown, Harold Beard, J. G. Burgess, A. E. Campbell, J. 
W. Chase, J. C. Cullinan, Andrew F. Curtin, C. R. Nelson, 
C. J. Payne, C. H. Prouty, P. A. Quimby, R. D. Rich, W. F. 
Snow, H. D. Torr, Dick Young, R. K. Austin, I. C. Barber, 
A. L. Gustafson, A. F. McCusker, G. P. Symonds, J. O. 
White, Harry Swanson, R. R. Gale, Geo. L. Davis, P. Eaton, 
J. G. Fraser, J. M. Griffith, F. N. Gibbs, E. E. Gillett, 
F. G. Hall, T. Henry, W. G. Hepburn, J. S. Hunter, Wallace 
J. Osborn, E. F. Pierce, Jr., M. A. Prescott, A. M. Rose- 
brook, C. A. Sadler, C. F. Steeves, Owen L. Treat, Dan 
Smith, H. A. Clark, L. E. Caldwell, J. F. Holmes, H. K. 
Ryan, W. W. Walker, J. J. Milliken, F. J. Murphy, F. M. 
Mitts, R. M. Blake, A. A. Gatheman, A. G. Archambault, 
W. L. Colson, A. R. Johnson, R. B. Kair, H. W. Knight, G. 
H. H. Lawton, C. S. Mallard, Jos. A. Maynard, W. J. Moore, 
Frank F. Myers, E. A. Mullins, G. A. Partridge, I. W. 
Pottle, Arthur Purnell, W. H. Rigby, R. E. Shepherd, W. 
H. Taylor, C. A. Voter, Carl Anderson, W. H. Clark, P. A. 
Collins, J. H. Joyce, E. W. Sadler, H. L. Glasgaw, J. R. 
Murphy, L. R. Burdukin, B. Rugg and P. W. Graitge. 

A committee of three has been appointed to arrange a 
joint summer outing with the members of the Maine Mas- 
ter Plumbers’ Association. 
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Improved 


Badger Waste 


—~Lever Operated 


PS e666 @ 





antenna nal wer. 


SEVERAL PATENTS PENDING 





No Panel Required 
Will Not Catch Lint or Sediment 
Cannot Get Out of Order 
Works Like a Pop-Up 
No Stopper Concealed in Wall 


Will Empty Tub in Less Than 
Three Minutes 


Milwaukee Flush Valve Co. 


Milwaukee, Wis. 
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AS ITTINGS 


Stock Triangle ‘“J’’ Fittings and you 
will satisfy yourself. 
Will gladly send to jobbers, list 
and discounts. 


JENKINS MFG. CO. 


BLOOMFIELD, N. J 
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Centrifugal Pumps 


| | 





LECTRICALLY driven centrifugal 

pumping equipment for every 
service—capacities and heads to suit 
your job. 


The type L Bilge Pump shown oppo- 
site isone of the many Chicago stand- 
ard types. Units are designed for ca- 
pacities from 5 to 1500 GPM-—low or 
high heads. Rugged in  construc- 
tion and efficiently designed for its 
service, the L Pump stands up for 
years under the most grueling con- 
ditions. The outfit arrives on the job 
assembled and ready to be installed 


And the price is right. 


Do you want one of our pump engi- 
neers to call on you or shall we send 
you a catalog? Just write. 


| parisons, between the 
| He gave the history of the washdown bowl since its 


Chicago Pump Co. 
2322 Wolfram Street 
CHICAGO ILLINOIS 
Sewage Condensation 


Bilge Circulating 


Fire Vacuum 


Chicago Pump Company 
T 
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DETROIT SALESMEN GET NEW SELLING IDE \ 


The regular monthly meeting of the Detroit Asso: 


on 
of Plumbing and Heating Salesmen, Detroit, Mict was 
held at the Union League club in that city, on Th lay 
evening, March 4th Following the dinner the regular 
matters of business were disposed of, including ral 
questions regarding the first annual convention the 
National Association of Plumbing and Heating Sal: en, 
which will be held in Detroit on May 27th, 28th and 25th 
at the Book-Cadillac Hotel. 
The feature of the evening was a talk by Dr. Charles 
W. Edmunds of Detroit. Dr. Edmunds’ subject was, 
“How to Know Men,” and he treated the subject from 


the standpoint of psychology and physiology. 
interesting talk, new lines of thought and 
carrying much that might be applied by salesmen in their 
Cecil Raines, of Glasgow, Scotland, was a guest of 
the association for the evening. Mr. Raines is in business 
with father as consulting engineers, but 
is at the present time associated with Ray S. M. Wilde, 
Detroit, to study American 


It was a very 
opening up 
work 


his in Glasgow 
ideas 

Mr 
Raines gave a short talk during the course of the evening 


consulting engineer of 
and methods as applied to heating and ventilating 


B. O. TILDEN SPEAKS BEFORE PLUMBSTEAM CLUB 
B. O. Tilden, of the B. O. T. Manufacturing Company 


, 


Trenton, N. J., 
the regular monthly meeting of the Plumbsteam Club of 
Philadelphia held at McAllisters on Spring 
in that city on Friday evening, March 12th. 
After a splendid dinner the reports of various commit 
the 
members. 


was the feature speaker of the evening at 


rarden street 


membership committee 
which This 


showing and with the intensive campaign going on, the 


were given including 


reported 26 new is an excellent 


| organization hopes to pass the 200 mark before long. Dur- 


ing the course of the business meeting, several constructive 
were interest the 
members. A bowling league in the organization was sug- 
gested and President Harvey Bell appointed Ed. Stork, C 
W. Cope and Robert Savill as a committee to go into the 
matter further and report at the next meeting. 
Along with the work of the club 
suggested that a question and answer box be formulated 
the business of plumbing and 
could 


points suggested to stimulate among 


constructive it was 
questions about 
heating that members wanted 
be placed in the box and these questions would be 
viewed on the floor by members who could answer them. 

A communication was read from Wm. Weber, secretary 
of the National Association of Plumbing & Heating Sales- 
men, stating that they will be very glad to have one of the 
officers of that body speak at one of the regular meetings 
on the National Association. 

H. R. Myers then introduced B. O. Tilden as the speaker 
of the evening. Mr. Tilden in his usual interesting and 
forceful way gave a splendid talk on the elements of sales 


whereby 
individual answered 


re- 


manship. He spoke on the selling of quality goods, goods 
that had merit to them, and illustrated his point by com- 
washdown bowl and the jet bowls 
in 
ception in 1895 and told a little history of the pottery 
He closed his address by telling his audience 
are 


business. 
there are thousands of positions open for men whi 
willing to take on responsibility. 

Charles V. Haynes, of the Hoffman Specialty Company 


zZzave the audience some good pointers on selling in brief 
address. His advice was: Check up on yourself, study 
your problems and know how to meet them. Know your 
job and above all know your customer. 

A short but very snappy entertainment program had 
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been arranged after the talks by Chairman H. R. Myers 
and Harry Walther and wound up a very successful 
meeting. 
New Members Elected at Meeting 

l.. L. Shuster, E. L. Malm, H. A. Erickson, J. B. Beirn, 
J. P. Zwada, E. J. Slentz, all of American Radiator Com- 
pany—-Philadelphia; J. B. Cleaver and J. E. Gallagher 
Walls, Owen & Stambach Company, Philadelphia; B. D. 
Hubley, Hersey Mfg. Company, Philadelphia; E. C. Wilson, 
Ww. L. C. Plbg. Supply Company, Philadelphia; F. R. 
Kriebel, Bridgman Company, Philadelphia; F. Lowden, Jr., 


Hoffman Specialty Company, Philadelphia; FE. Krewson, 
Krewson Asbestos Company,, Jenkintown, Pa.; John H 
Galligan, Marine-Galligan Company, Philadelphia; John 


E. K. Thompson, Philadelphia; L. H. Dietz, Walworth 
Cadbury Company, Philadelphia; C. A. Wagner, Monument 
Pottery Company, Trenton, N. J.; John Bitzer, Jr., Thos. 
Maddock’s Sons Co., Trenton, N. J.; Robert Savill, Thos. 
Savill’s Sons, Philadelphia; E. K. Morris, "Manning, Max- 
well & Moore, New York City; G. J. Mahoney, D. & T. 
Manufacturing Company, St. Louis, Mo.; S. W. Weill, 
Bartlett Company, Philadelphia, and Jos. A. Cleary, 
Quaker City Specialty Company, Philadelphia. 

DISCUSS MERCHANDISING OF GAS AS A FUEL 

Officials of the Magee Furnace Co., of Boston, Mass., 


and discussed merchandising of gas as a fuel. The meet- 
ing was held as a general reception to the gas industry. 
Representatives of gas appliance manufacturers and gas 
producers were at hand to give this problem a sound 
thrashing out. The address of welcome was given by 
Vice-President Robert P. Burton of the Magee Furnace 
Company. Other speakers from the company included 
W. K. Stafford, general manager of the gas department; 
C. F. Wiley, general superintendent, and W. E 

sales promoter. William Gould of the American Gas 
Association gave an interesting talk on ways by which 
gas could be sold through appliances. E. L. Fonseca dis- 
cussed heat control. A dinner was held in the evening 
at which Dr. Edward James Cattell, city statistician for 


outlook. 


Cc. S. D. L. OF SAN FRANCISCO HOLDS UNUSUAL 
MEETING 





tation Development League of San Francisco, members of 


Wishes, and showed ways to foil attacks with guns, knives, 
blackjacks and other murderous weapons. The audience, 


no trouble from members of the league. 
Supplementing the athletic program, the Police Quar- 
tette sang several selections, and Captain Gleeson and 


Sergeant McGee gave short talks. A clumsy waiter, very 


Was expected, but that the officers would have a hard time 
“doing their stuff’? with him. After A. J. Wilson, Thomas 
Leary, and Herman Lawson offered to escort the waiter 
to the door, and then propel him to the street, the police 
athletes proceeded to work on him, They put so much 
Tealism in their performance that it required the assur- 








J. D. Johnson & Company, Philadelphia; C. V. Haynes, | 


C. Cooke, Skinner Bros. Mfg. Company, Elizabeth, N. J.: | 


Company, Philadelphia; E. H. Wheeler, Haines, Jones & | 





met March 3rd, at the Copley-Plaza Hotel in that city | 


E. Mills, gas | 


Philadelphia, spoke on business in general and the future 


At the February 25th luncheon of the California Sani- | 


the San Francisco Police Department gave demonstrations | 
of numerous ways of handling criminals against their | 


by a spontaneous and unanimous vote assured Police Ser- | 
geant McGee, and Captain Gleeson, that they need expect | 


much interested in the performance, announced that the | 
demonstrations were “easy’’ when both parties knew what 
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“CHICAGO”’ 
No. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precisi 
Threading 


PORTABLE 
Cc 4" to 2° Pi 
apacity see hn ii? Bale 


FEATURING: 
Quick Die Chan: 
Automatic Die 


Three Speeds. 
Perfected Oil Control. 
Send for Catalog. 


CHICAGO - PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U. S. A. 
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Here’s the hanger made with both up VC 

IN and down and sideway adjustments. No AW 

y accurate placing of anchor bolt necessary. \ 
\ 


A \ For ANY wall—any type of radiator. AY 
4\’ HEALY-RUFF COMPANY \ \ 
\\ 770 Hampden Ave. - St. Paul, Minn. \\\ 
Ae “A big help to customers” “all ) 
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SQUARE EEE 


lron £ Malleablelron FITTINGS 


MMA 7 PA, 
NY NOR YC 














We are so proud of Square 
“Gée” fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, OQ. 














Armstrong Bros. 
PIPE VISES 


IMPROVED 
DESIGN 


GRIP TIGHT—STAY RIGHT 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. . Chicago, U. S. A. 
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The 
Most Complete Line 
of 


Plumbers Brass Goods 


The Reading Brass Line 











Brass Ferrules — Brass Bends 
Iron Body Trap Screw Ferrules 
Solder Nipples — Solder Flanges 
Brass Body Cleanouts 
Floor Flanges—Basin Tees 
Brass Screw Plugs 
Vent Nipples — Durham Nipples 
Cup and Vent Ferrules 
Hub Ferrules—Floor Drains 
Compression Stop and Waste 


Standard — Extra Heavy —N. Y. Reg. 
Yellow Metal and Red Metal 
All Regulations and Codes 











Reading - 








Reading Brass Works, Inc. 


. . Penna. 











Send in Your Order—We Have It. 


We Operate Foundry and‘Machine Shop. 


Write Us for Catalogue and Price Sheet. 

























is equipped with two spiral 
coils of pure copper which 
have been tested to 225 Ibs. 
pressure and are arranged 
to present the greatest 
heat-absorbing surface 
possible. The bottom of the e 
coil is low enough to allow 
the heat to strike it direct- 
ly, yet high enough to en- 
sure perfect combustion. 








Just one reason why the 
OHIO No. 25 “heats more 
water with less gas.” Let 
us tell you about the others. 


The OHIO 
HEATER CO. 


391 Dennison Ar. 
CoLuUMBUS 
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No Complicated Part 


The Sherwood No. 06 Ball 
Cock is the acme of simplic- 
4 ity. One pin holds all the 
parts together and there is 
nothing to get out of order 
and cause trouble. 

It is exceptionally quiet in 
operation and closes positively 
@gainst pressures up to 150 
pounds without ea whistle or 
squeal. 

Made of high grade bronge 
throughout, with a seat of 
steam metal. Over half » 
million in daily use. 


























Sherwood Brass Works & 


Jeffersonand Mt. Elliott Aves. 
DETROIT MICHIGAN & 
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ance of several members to satisfy Jack J. McLeod that 
the waiter was part of the show. 

Jack McLeod as sergeant-at-arms collected a large 
number of ‘‘fines’’ from members, and the amount was 
turned over to the Police Department for the ‘‘Widows 
and Orphans” fund. 

Charles Purcell of the Western Asbestos Magnesia Co., 
was introduced as a new member. Among the guests 
present were: Frank Kelly, of Los Angeles, agent for 
Thos. Maddock’s Sons Co.; Robert Bruen, of the Amer- 
ican Radiator Co.; A. Dennison, Los Angeles manager for 
Holbrook, Merrill & Stetson, and R. H,. Anderegg, man- 
ager of the pump and engineering departments of the 
Trane Co., LaCrosse, Wis. 


SANITATION DEVELOPMENT LEAGUE REORGANIZED 

The Sanitation Development League of Southern Cal- 
jfornia, an organization which includes and unifies the 
work of the Master Plumbers’ Association, the Plumbing 
Jobbers’ Association and the various Plumbers’ clubs, has 
recently undergope a complete reorganization, according 
to Henry H. Boynton, secretary. 

Since its inception, Mr. Boynton stated, it has been 


working on a plan whereby a few members were saddled | 


with all the work, and the rest took comparatively little 
interest. It was decided, therefore, to reorganize on the 
committee plan after the pattern of the State league, 
thereby producing greater interest and efficiency. Stand- 
ing committees were formed to take care of any business 
that may come up. An activities committee chosen by the 
president, George E. Richardson of Pasadena, met and 
formulated the policies for the organization, and. this 
program was submitted to and approved by the members 
at a meeting held in the club rooms at 784 South Central 


avenue on Thursday evening, February 11th. The pro- | 
gram has yet to be referred to the budget committee which | 


will work out its financial policies. 


The officers of, the league are: George EK. Richardson, | 
president; Henry H. Boynton, secretary; C. N. Boley, first | 


vice-president; H. H. Armbrust, second vice-president; 


Wm. Nies, treasurer, and an executive committee of ten | 


members, as follows: R. H. Roemer, chairman; J. M. 
Fickling, vice-chairman; L. C. Brightwell, Edward Coker, 


E. F. Harford, J. Neuerberg, Harry Silke, B. D. Updegraff, | 


Wm. Van Norden and C. G. Wilkinson. 


Members of the various standing committees are: Ad- | 
Boley, C. S. | 


visory committee: Ric. B; 
Coony, Thos. Haverty and H. S. Tschopik. Ways and 
means committee: W. L. Durkee, John Hokum, E. S. 
Hoyt, Jr., Wm. Nies, Harry Silke, H. S. Tschopik and Wm. 
Van Norden. Manufacturers’ committee: J. F. Dunn, 
Carl Christensen, Wm. A. Pfister, Wayne Smith and J. L. 
Tinning. Manufacturers’ agents’ committee: CC. W. 
DeGarmo, L. B. Ard, A. E. Judd, G. J. Reardon and Eric 
Roberts. Plumbers’ committee: E. Coker, J. M. Fick- 
ling, E. O. Nay, H. G. Perry and C. G. Wilkinson. Jobbers’ 
committee: R. L. Leonard, J. N. Fitzpatrick, H. C. 
Fletcher, W. F. Geddes and D. D. Updegraff. Membership 
committee: L. Z. Brown, Alden Olcovich, H. H. Arm- 
brust, A. R. Benedict, R. G. Burdick, E. F. Harford, J. 
Neuerburg and E. W. Phillips. Press committee: G. H. 
Barrow and E. P. Broedell. Recreation committee: W. L. 
Jett and W. L. Durkee. Activities committee: R. H. 
Roemer, D. H. Bowlzer, L. C. Brightwell, E. H. Bucknell, 
W. L. Durkee, H. C. Fletcher, Wm. H. Kopp and W. D. 


Peeples, C. N. 


ENGINEERING 





Melville. (a) Meetings: E. H. Bucknell, W. L. Durkee | 


and W. D. Melville. (b) Program: L. C. Brightwell and 
Wm. H. Kopp. (c) Speakers: H. C. Fletcher and D. H. 
Bowlzer. Public relations committee: L. C. Brightwell, 











¢ ALEAR- 


No. 15 Triple Duty 


Automatic Air Valve 










For venting sup- 
ply and return 
main on vapor 
or low pressure 
heating system. 
Close tight 
against steam 
and water. 























For further informa- 
tion see page 102 of 


General Catalog No. 28 








New 74 Inch Rundle Sink 


What beauty, balance, perfect proportion — that’s 
the first thing you'll say on seeing the big, new 
member of the famous Rundle line. 


74 inches long, 22 inches wide, this double-drain Rundle 
Sink is the type of fixture that appeals to builders of 
large, fine homes. Like all Rundle products it combines 
perfect beauty and utility. Hi hest grade materials 
throughout. Advanced design. Smooth, flawless, beau- 
tiful finish. Embodies all the refinements developed 
through 25 years of Rundle manufacture. 


Write for complete catalog today. 


RUNDLE MFG. CO., Milwaukee, Wis. 


RUNDLE 


Plumbers’ Sanitary Enameled Ware 
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RAAAAAAADAAAAAAAAAAANAAAARAARAAMAAMAAAAAAAAAAAMAAY G. T. Masterson, W. D. Melville and Harry Silke gis- 
lative committee: C. W. Watson. Educational com mit- 

tee: J. Neuerburg and G. A. Neal. Resolutions commit- 


tee C. N. Boley, R. H. Roemer and C. G. Wilkinson 
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Personal Mention 


Charles Merrill, son of one of the founders of Holbrook 
Merrill & Stetson, jobbers of San Francisco, has heen 
elected president of the company to succeed Henry Morris 
whose resignation has been accepted. 

Walter R. Clark, general works manager, and Warren 
D. Blatz, general sales manager of the Bridgeport Brass 
Co., Bridgeport, Conn., were elected members of the board 
of directors recently in recognition of their ability Mr 
Clark came to the Bridgeport Brass Co., in 1900, as a 
draughtsman. He was subsequently chief draughtsman, 
chief engineer and works manager. Mr. Blatz came to 
the firm in 1916, and has always been connected with the 
sales department. 

H. S. Maddock, of the Thomas Maddock’s Sons Com- 
| pany, Trenton, N. J., just returned from a several weeks’ 
trip to Cuba and Florida, where he combined business and 
| pleasure. Mr. Maddock reports fairly good business con- 

ditions in these territories. 






All genuine EAFCO 
Hawks Siands have 
Patent Number 
1245228 cast on base. 





Henry W. Reis, general manager of the W. A. Russell 
& Co., of New York City, spent a few days in Pittsburgh, 
Pa., calling on the trade, on his way back from the Central 
Supply Association meeting in Chicago. 

Howard G. Miller 
has just been = ap- 
pointed sales repre- 
sentative for Wm. B 
Scaife & Sons Co., of 
Oakmont, near Pitts- 
burgh, Pa., to cover 
the New England 
States, Eastern New 
York and _ Pennsyl- 
vania, and the South- 
ern States. Mr. Miller 
is well acquainted 
with the trade, hav- 
ing spent practically 
his entire business 
life with the plumb- 
ing and heating 
industries. He was 
connected with 
Hitchings & Co., 
Elizabeth, N. J., for 
five years; with 
Lord & Burnham Co., Irvington, N. Y., three years; with 

| Pierce, Butler & Pierce Corporation two years; with Thos. 
| Maddock’s Sons Co., seven years, and later with J. L. 
Mott Co., of Trenton, N. J. He also saw service in the 
U. S. Army during the war, spending some time overseas, 
and he was honorably discharged as a captain. The last 
year and a half he was in the advertising business on his 


“Hawks”? 


RANGE BOILER STAND 





The genuine “Hawks” Stand will fit any 
size or make of tank. Just screw it into 
the bottom of the range boiler, turn the 
lock plate up and the job is done. All 
“Hawks” Stands are furnished with 1 x 34, 
34 x 34 or 34 x 14 Malleable Tee Pieces. 
There is no chance of breakage. 


The “Hawks” Stand is adjustable to any 
height by the use of a longer or shorter 
regular 1!4-inch Wrought Pipe Nipple. 
Each stand consists of but four pieces—-all 
packed in an individual sealed carton, 
ready for use and is backed by the regular 
“EAFCO” guarantee. 
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Howard G. Miller 


Carried in Stock for 
Immediate Shipment 


The EASTERN FOUNDRY CO. 


Main Office and Factory 





BOYERTOWN PENNA. own account. With this wide experience he will no doubt 
prove a valuable addition to the sales force of Wm. B. 

Scaife & Sons Co. 
Philadelphia Office New York Office T. R. Barnes, president of The Barnes Manufact aie 
920 Drexel Building 50 Church Street | Co., Mansfield, Ohio, recently returned to that city after 
Boston Office: San Francisco Office a six weeks’ visit to Miami, Fla. Mr. Barnes reports that 
432 Rice Building 623 Larkin Street conditions are being stabilized in Florida to a great extent. 
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He was greatly surprised at the tremendous amount of 
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A. H. Schroth, vice-president and general sales manager a neeeeeeeemmmmmmenn 


of the Richmond Radiator Co., New York City, made a 


trip to the Central West last week. Inereased Sales Tell the Story! 

Michael Weinsier, of Saltser & Weinsier, Inc., Brooklyn, as 
N. Y., has just returned from a month's trip to Miami, | The best proof that any product is 
Fla satisfying the consumer is steadily 
increasing sales over a long period 
of years. That’s what Paul records 
Francisco, Calif., played through to the semi-finals of one | show. For more than 20 years, 
flight in the San Francisco Municipal Golf tournament Paul Home Helpers have main- 
before he succumbed. He had a qualifying round of 79. tained a reputation for the highest 
type of dependability and sales 
have mounted year after year. 
Paul Private Water Systems and 
Company, of Rock Island, Ill. Mr. Wadsworth, who is a | the Paul Soft Water Generator are 
new man in the plumbing supply field, is to handle the products of 20 years of engineering 
Blake Simplex products. experience in this highly specialized 

field. 





Jackson Noble, of the Richmond Sanitary Co., San 


H. E. Wadsworth has just been appointed Southern 
California sales representative for the Blake Specialty 


L. C. Coombs, who, for a number of years represented 
the Schroeder Valve Company in Los Angeles, Calif., and 
was more recently associated with the Pacific Coast rep 
resentative of the Imperial Brass Manufacturing Co., of 
Chicago, has just been appointed Southern California rep- | 
resentative for the latter company. 

William H. Driscoll, of Long Island City, N. Y., president | 
of the American Society of Heating & Ventilating Engi- 
neers, broadcasted from radio station WMCA, Hotel Mc- 
Alpin, New York City, Thursday evening, March 18th, on | 
the subject of ‘‘How to Heat the Home.’’ This is in ae- 
cordance with the policy of the society’s officers to dis- | 

| 
| 





PAUL PRIVATE 
WATER SYSTEMS 


Many a sale is made by sug- 
gestion. Look about you and 
you will find many isolated 
farm or suburban homes or 
lake cottages where the addition of 
a Paul Water System would increase 
comfort and convenience. Tell’em 
and you sell’em. 






















tribute as much information about proper heating and 
. . . ‘ | Write us today. 
ventilating to the general public as possible. 


Fort Wayne Engineering & Mfg. Co. 
Main Office and Factory 
1706 N. Harrison St. Fort Wayne, Ind. 


Joseph J. Monahan, head- 
ing the Monahan Pump 
Equipment Company, as- 
sumed charge, commencing 
March 1st, as eastern New 
England sales agent for the 
Chicago Pump Company, of 
Chicago. Mr. Monahan has 
been actively associated in 
the sale of the company’s 
products for the last seven 
years in New England. The 
Monahan Pump Equipment 
Company is located at 200 
Devonshire street in Boston, 
Mass. 

George P. Cartwright, of S. Joseph J. Monahan 
S. Fretz, Jr., & Co., Phila- 
delphia, has just returned from a trip through the South. 





is what you pay 
for when you buy 
Pumbing Goods and 
quality is what you 
GET when those 
goods are made in 
the TRENTON 
factory. Real built- 
in quality which 





P. 8S. Whalen, vice-president, secretary and chief engi- 
neer of the Power Plant Engineering Co., Portland, Ore., 
recently returned from an extensive tour of the East, where 
he investigated oil burning, heating and electric refrigerat- 
ing plants. 

Harry H. Chaffee, formerly Pacific Coast representative 
for the Chicago Faucet Company, has completed arrange- 
ments for buying a substantial interest in the Republic 
Brass and Manufacturing Company, of Los Angeles, Calif. 
Mr. Chaffee, who is vice-president as well as one of the 
directors of the company, will have direct supervision of | 
the distribution end of the business. 


means a quicker 
and neater job and 
better satisfied cus- 
tomers every time. 





Benjamin F. Blair, of the San Francisco branch of the Ask Your Jobber 
Standard Sanitary Mfg. Co., together with Mrs. Blair left 


this week for a vacation in Honolulu. 


THE TRENTON BRASS 
& MACHINE COMPANY 


Trenton - - New Jersey 


Harold Friesley, general manager of the M. Stulsaft | 
Co., San Francisco, is spending several weeks at the Los | 
Angeles branch. 












Frank B. Campbell has been appointed Greater New | 
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York district agent for the Donnelly Systems Co., of that 


city, and has opened an office at 3735 Grand Centra] 


Terminal, New York City. 
aas J. M. Butts, formerly manager of the Cameron & Bark- 


ley Co., of Miami, Fla., is now in business on his own 
Flush Valves for use in combination with account in that city under the firm name of the Butts- 
all styles of bowls for all classes of Petway Co. 
service to operate under low or high 
pressure water supply 


water Clas tr ory me or tom et | MCCOY Trade Literature 


service 
Frost Proof Closets. Direct flush Borden Company's Folder on Power Drives 

or after flushing The Borden Company, of Warren, Ohio, has issued a 
Write for catalog. folder describing its No. 44 Beaver power drive, which 


s cuts threads from %- to 6-inch. Several illustrations 
Philip Haas Co., Dayton, O. se ge en ties Rapes solace 


show the method of operation of the power drive, and the 
cost of threading pipe by hand is compared with the cost 
of threading by power drive. 








UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 
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March 17, 1906 


PNEUMATIC STORAGE—SPECIAL The Ladies’ Night entertainment given by the Man- 


Black or Galvanized hattan branch of the Master Plumbers’ Association of New 
The Novelty Steam Boiler Works Company York City, was held March 12th at the Lexington assembly 
Factory, 917-929 S. Howard St. Baltimore, Md. 


rooms. An enjoyable program was furnished and refresh- 
) ments were served. 











1906 
The Fort Pitt Supply Company, of Pittsburgh, Pa., has 
leased the property formerly occupied by the Union Manu- 
facturing & Supply Company, at 317-319 Second avenue, and 
will use the building for warehouse and storage purposes 
1906 
Rivet-Weld Arnold Behrer & Sons, the latest addition to the plumb- 
Welded ing supply houses of New York City, have opened a ware- 
house and showrooms at 273 Pearl street. The firm is 
Sure-Tite ¢éomposed of Arnold Behrer, Sr., his son, Arnold Behrer, 


(Copper-Brazed) 





= 
[ RANGE BUILERS 


Riveted 
















Jr., and a younger son, Clarence. 


WM. B. SCAIFE & SONS CO. 1906 


The Master Plumbers’ Association of Oklahoma and In- 


























-—— =e etons@ . 
Founded aa dian Territory held its annual convention in Muskogee 
= — ew Yor " 
“a “ u RS Chicago I. T., on Tuesday, March 13th. Recommendations were 
‘Ss ft? adopted commending senators from Missouri, Iowa, Kan- 





sas and other western states for the interest they have 


ee eececoeeeooosooooooooooooooooos§= = ‘aken in the Statehood Bill for the Territories. 


ee | ae 
ae Roof Is The apprenticeship onidias of the Massachusetts State 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Fiange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


| THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
ECCT EE OESCOCOREEEEESSOESEOOEEEHEEEHSOOE 






5 
e 5 ite ‘ Naek te —_— 
e Association of Master Plumbers is sending out a circular 
& letter to members in order to obtain statistical information 
: in regard to what might be done toward advancement of 
: trade schools. The committee is composed of C. H. Cronin, 

E. C. Kelly, Andrew Curtin, Daniel Shannon and David 
& ; 
$ Craig. The subject of trade schools and apprenticeship 1s to 
$ he discussed at the coming state convention in Boston 

—1906 - 

© The Supreme Court at Olympia, Wash., has just handed 
@ down a unanimous opinion which upsets the so-called 
4 plumbers’ law of 1905, which is an act to regulate plumb- 
3 ing in cities having a population of 10,000 or more in- 
3 habitants, and to provide for the appointment of a board 
@ of plumbing inspectors in such cities. 





























THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








New Business “Ventures 


E. L. Newel has opened a new plumbing and heating 
shop in Waterford, California. 

The Pollack & Nestor Co., of New York City, has been 
incorporated with a capital of $5,000, to conduct a plumb- 
ing business. The incorporators are I, Pollack and J. 
Nestor. 

Spellman Plumbing & Heating Co., Seattle, Wash., has 
been incorporated by F. J. Reif, T. E. Scott and W. H. 
Staley, with a capital of $10,000. 

The Providence Oil-O-Matic Equipment Co., Providence, 
R. L, has been incorporated by Rudolf Kuhlmann, 160 
Broad street, Providence; H. Roy Harris and James A. 
Tillinghast. 

Metropolitan Oil Heating Co., Inc., of Cambridge, Mass., 
has been incorporated with a capital of $25,000. The in- 
corporators are: President, Harry W. Dony; treasurer, 
Carl J. Appelt, 881 Massachusetts avenue, Cambridge; sec- 
retary, Alvah G. Sleeper. 

S. A. Sulentic has opened offices at 224 New England 
building, Topeka, Kans., as consulting engineer on heating 
and ventilation, sewerage systems, power plants, ete. He 
will do business under the name of The S. A. Sulentic Con- 
sulting Engineer Co., Inc. 


Business ‘7 hanges 


Andrew G. Petersen, plumbing contractor of Chicago, 
moved his place of business during the past week from 
2006 North Keeler avenue to 4869 Armitage avenue. 

Landers Plumbing & Heating Co., Atlanta, Ga., re- 
cently moved from 138 Edgewood avenue to 137 Luckie 
street in that city. 

The plumbing and heating business of A. L. Merrifield, 
formerly of Quincy, Fla., now located in Bradentown and 
Manatee, Fla., has been reorganized. Arthur Horne of 
Quincy, Fla., has been taken in as partner. The business 
will continue to operate under the same name. 

J. J. LeFebvre & Son, of Redding, Calif., have moved 
into their new building. The front part of the store is 
occupied by their plumbing and hardware store, and the 
rear part is given over to warehouse space. 

R. A. Washburn has built a new concrete building to 
house his plumbing and heating business {n Richmond, 
Calif. The new place is located at Twenty-third street 
between Nevin and Barrett streets. 

Robert Slocombe, plumbing contractor of South Deer- 
field, Mass., has purchased the Swan block on Depot 
street in that city, and will remodel the lower floor for his 
Plumbing business. Mr. Slocombe has been located in the 
Putnam block since his own shop was destroyed by fire 
some months ago. 





Wis., 
Patterson Co., of Appleton, 


The 
known as a branch of the W. S. 


partnership formerly existing at Oshkosh, 


Wis., has been dissolved and the business taken over by 
G. KE. Paterson, the former manager The business will 
be known in the future as the Paterson Heating Co. 

On March Ist the plumbing firm of Wm. Naughton & 


Co., 109 Bellevue avenue, Syracuse, N. Y., dissolved part 


Naughton 
Mid 


C, Laurin retiring from the firm. Mr 
the 
in that 


nership, J 


will continue business at his new location, 527 


land avenue city 
BOSTON HEATING CONTRACTORS APPOINT 
MANAGER 
In making its selection of a 
the Heating & Pip 


ing Contractors Boston Asso 


manager, 


ciation, Inc., has gone outside 


its own ranks and chosen 
Daniel W. Boynton of Med- 
ford Mass. Mr. Boynton 


brings to the position a wide 
without 
affilia- 
tions in any way with anyone 
the 
He is a grad 


business knowledge 


any entanglements or 


connected with industry 
he now serves. 
uate of Amherst College, Am- 
Mass. His first 


ness experience was with the 


herst, busi- 





Corono Kid Manufacturing Co. 


Daniel W. 


Boynton 


where he was for five years 


in the office and on the road. From there he went to the 
Rubber Co. at Malden, 
fourteen with that company he 
capacities, becoming sales manager of the Automobile Tire 


Converse Mass., and during his 


years served in various 


Division. For a brief period he became interested in the 
manufacture of women’s shoes, relinquishing that work to 
take up the position of manager of the Heating & Piping 
Association. 


Contractors Boston 


MID-WEST SANITARY CLUB OF CHICAGO TO HOLD 


BIG FROLIC AND DANCE 
A big frolic and dance, with entertainment, refresh- 
ments, souvenirs and all the going to be 
held by the Mid-West Sanitary Club of Chicago on April 
10, in the Gold Room of the Hotel La Salle. It will be 
one of the gala affairs of the year for this organization, 
and its success is the well-laid plans which 
have been made for it. 
held at the club’s meeting hall, but such a crowd turned 
out that there was hardly room to move, so this time ar- 
rangements have been made to accommodate all who can 
And all are invited, with their wives and families. 
charge consists of T. H. 


trimmings, is 


assured by 


Last year a similar party was 


come. 
The entertainment 
Litvin, chairman; 
Bullinger and Mrs. W. J. 


committee in 
Leo Bullinger, Paul Grosse, Mrs. T. H. 


Litvin, Mrs. L. Sievert, 
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PENNSYLVANIA APPRENTICESHIP COMMISSION 
APPOINTED 
Appointment of a commission for the development of 
plans for apprenticeship training in the plumbing and 
heating trades in the public schools of Pennsylvania was 
announced March 9 by Dr. Francis B. Haas, superinten- 
dent of public instruction of that state The master 


plumbers are r¢ Richard Turner, of Wilkes- 


ident of the Pennsylvania State Master Plumb- 


presented by 


Sarre, pre 


ers’ Association, the journeymen plumbers by E. D. Barry, 
Erie: the heating contractors by Alexander McClintock of 
Philadelphia the journeymen steamfitters by Leo A 
Green, Pittsburgh, and the public school system by C 


F. Bauder, of Philadelphia 

PHILADELPHIA CHAPTER HAS INTERESTING 

MARCH MEETING 

William H. Driscoll, president of the American Society 
of Heating & Ventilating Engineers, and Verner F. Davis, 
chief engineer of the Leo Flush Valve Company, were the 
principal speakers at the regular monthly dinner of the 
Philadelphia Chapter of this held at the Engi 
Club in that city on Thursday evening, March 11th 


Society, 
neers’ 
dinner which was served to about 
50 members Mr. Driscoll talked on 
referring particularly to the present agitation being 
the Professor C. E. A. 
Winslow for open window ventilation. 

Mr 


open 


Following an excellent 


and guests, ventila- 
tion 
conducted under leadership of 
Driscoll urged all members, who do not approve of 
ventilation, to oppose this move until it has 


He suggested 


window 


been proved to be okey in respect. 
that the individual members meet the problem individually 
at once to counteract the sentiment for this type of venti 
states is rapidly spreading. He told his 


which will probably be worked 


every 


lation, which he 


hearers of an experiment 
out in Rochester, N. Y., where the school board has turned 
over to the Tuberculosis Society two school buildings prac- 
to conditions, one to be equipped with the 


and the other with me 


tically alike as 


ventilation system, 


The plan is to conduct tests lasting 


open window 


chanical ventilation 


for a year or more to determine adequately the value of 
each method of ventilation Representatives of both fac- 
tions are now working with officials of the Tuberculosis 


Society, and hope to have the experiment in operation by 
next fall 

Called 
by the 
Mr 


of Steam Specialty 


upon at the last moment to fill a vacancy caused 
of the speaker already engaged to talk, 
the National 
Manufacturers, member of the 
gave a splendid 


inability 


Davis, who is president of Association 
and a 
Mechanical Engineers, 
talk on “A Method of Determining the Peak Load 
of Water The method he 

is known as the “Leo Rule of 30, 10 and 5,” 


30 gallons per minute for one bathroom, an ad- 


American Society of 
simple 

outlined was 
which 


Consumption.’ 
what 


provides 


” . ss 
; ae 


The 
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recent annual dinner given by the Heating and Piping Contractors Association 
in that city 
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ditional 10 gallons for a second bathroom, and 5 ga for 
each additional bathroom when flush valves are used. He 
told the engineers that the peak load for showers 

is quite possibl: 


be calculated at 100 per cent, as it 


all might be in use at once, and that two gallons a minute 
with an additional one-half gallon for each additiona! fix 


ture should be allowed when urinal stalls are being used. 


A brief extemporaneous talk on hot water heaters was 
then made by President Driscoll, who was followed by Ray 
Bolsinger, who presented an original method of attaching 
a hot water generator to a boiler. 

The evening was concluded with the splendid industrial 


film ‘‘Power,”’ produced by Stone & Webster, builder 





ALLENTOWN MASTER PLUMBERS HOLD SECOND 
ANNUAL BANQUET 

The second annual banquet and get-together meeting of 
all registered master plumbers of the city of Allentown 
Pa., and suburbs was held at the Eagles Roof Garden in 
Allentown on Thursday evening, March 11th. 

Charles H. Kramer, plumbing inspector of Allentown 
and chairman of the arrangement committee, had every- 
thing in order for the occasion. 

There were all kinds of prizes to be awarded after the 
entertainment as manufacturers and jobbers contributed 
liberally of all types of plumbing and heating materials 
for the affair. 


Among those contributing were The Lehigh Valley Sup- 
ply Company, Bethlehem Plumbing Supply Company, Key- 
stone Supply & Manufacturing Company, Standard Sani- 


tary Manufacturing Company, Abram Cox Company, Freed 
Heater Company, Raub Supply Company, Richmond Radia- 
3rass Works, Thos. Savill’s Sons 
Manufacturing Company. 


tor Company, Wolverine 


and Good 


By this time the dinner was ready and more than 200 
plumbers, manufacturers, jobbers and guests sat down to 
a fine banquet. The affair was graced by the presence of 
Mayor M. W. Gross, of Allentown, and Mayor J. M. Yeakle, 
of Bethlehem, as well as other prominent city officials of 
both cities. After the banquet Toastmaster Geo. Zimmer- 
man, city controller of Allentown, called on both mayors 
for a talk. 


HOLDS ANNUAL DINNER AND ENTERTAINMENT 

The 
giation, Memphis, Tenn., held its annual dinner and enter- 
tainment at the Hotel that city, on Friday 
evening, February 26th. Walter Hughes talked in a very 
on the value of the association. Other 
speakers of the evening were: Geo. G. Fischer, of Abram 
Cox Co., Philadelphia, Pa.; D. E. McCabe, of International 
Heater Co., Utica, N. Y., and Robert Milward, of 
Radiator Corporation. J. L. Emery, C. M. Baumgardner 
C. Fuson, C. L. Ahler and F. A. Duncan were also present 


Heating and Piping Contractors Memphis Asso- 


Gayoso, 


interesting way 


U. S 


am 


c. one. 


of Memphis, Tenn., at the Hotel (ayose 
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O sensitive is this Regulator that 
it operates perfectly on a few 
" ounces of pressure, vapor or vacuum. 


, == METAPHRAM = 
DAMPER REGULATOR 


Has 10” Metaphram diaphragms that last the 
life of the boiler. Self collapsing diaphragms 
make it ideal for vapor systems. 










There is a Metaphram 
for every purpose. 


Making Better 
Stop-and-Waste 
Valves 


is our specialty and because it is 
our specialty we claim to supply a 
better grade of Stop -and - Wastes 

if than any general brass goods con- 
j cern has time to produce. Make 
us prove it. 





ri rass Company 


ph Brass OHIO 
Formerly 
Ohio Pump & Brass Co. 
Columbus, Ohio 
Established 1898 
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May be used on vapor, or up to the 15 Ibs. 
pressure. 





The Type D-10” Metaphram Regulator is fur- 
nished as standard equipment on all the bet- 
ter vapor systems. 


This is only one of the complete line of Meta- 
phram Damper Regulators. 


Send for circular if your dealer doesn’t supply, 


NATIONAL REGULATOR co. 


2301 KNOX AVENUE CHICAGO 
The A- 





Jacks People (A-Jacks for high pressure) 


CH: SAGO 
NEW YORK 


ME TAPHRAM 
MU 
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The Celebrated 


PEERLESS 


KITCHEN BOILER 


(Combined Range Boller and Gas Water Heater 


The Celebrated ‘‘Peerless’’ 
Kitchen Boiler is the best gas 
heating boiler on the market. 


The ‘‘Peerless’’ originated the 
gas heating boiler business, 
created the trade demand and 
has served the field for 15 years 
with great distinction. It has 
been much imitated but never 
equalled. 


The Peerless is made in all 
sizes. Numbers 18 - 24 - 30 - 32 - 
40 - 42 - 52 - 66. 

YOUR SUPPLY HOUSE WILL 
SELL YOU THE “PEERLESS” 
—SEE DOMESTIC ENGI 
NEERING CATALOG DIR 


ECTORY FOR FULL INFOR.- 
MATION OR WRITE US. 


PEERLESS RANGE BOILER 
CORPORATION 
108 So. La Salle St. | CHICAGO 








Mention Domestic ENGINEERING when writing advertisers. 
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EEE EEE Een ie | | Ean cs eae LIVE MEETING HELD BY MID-WEST SANITARY CLUB 
| 


CABCO 


A live-wire meeting of the Mid-West Sanitary Clu! of 
Chicago was held March 9 at Tiffin Hall, corner of North 
The Vented Model shown below will furnish almost 


avenue and Karlov street. This organization, composed 
of master plumbers on the west side of Chicago, meets 
every second Tuesday, and it has made itself a real use- 
ful agency in local business affairs. Every other meeting 
is turned over to the educational committee, which pro- 


Gas Steam 
Radiators 





instant heat. Provides perfect combustion and is not 


affected by down draughts. Can be used as part of 
vides for educational talks and for instructions on the 


various phases of business management, particularly on 
how to estimate The club has its permanent office at 4 


the regular heating system 


CABCO IRON WORKS, Inc. 
Gowanda 33 N. Y. 


North Cicero avenue, with a paid secretary, Ben P. Rohter 
It does things. 

At this last meeting, there was a large crowd As 
usual, dinner was served and, throughout the evening, 
some very pleasant entertainment was staged. President 
W. J. Sievert had every man in the room get on his feet 
right after dinner and announce his name and address 
loudly enough so that Mr. Sievert could repeat it after 
him. There were men from the South Side Sanitary Club, 
from the North Side Sanitary Club and even from many 
of Chicago's suburbs, and it is the rule of this Mid-West 
organization to make everyone welcome and invite him to 


share in its activities. 

Isidor Weil, of Weil-McLain Co., was one of the chief 
speakers of the evening. Mr. Weil spoke of the value of 
associations in combatting trade evils and particularly 
touched on the growing inroads of the direct-to-consumer 
houses on the business of the established master plumber. 
Thomas M. Stinson, western sales manager of Detroit 
Range Boiler & Steel Barrel Co., also, referred to the 
need for stemming the growth of the direct-to-consumer 
method of doing business in the plumbing and heating 
field and told of his company’s pledge to the industry to 
sell its products only through regular trade channels. 
Detroit Range Boiler & Steel Barrel Co. presented its 
| movies, as well, showing how it manufactures range 








The 


CLIMAX 
Cellar 


Drainer 


boilers. 





V. L. Peavy, National Trade Extension Bureau, de- 
scribed the survey the Bureau is making to determine if 
| Chicago plumbers would like to attend bookkeeping 

classes, to be established by the Bureau, if enough signify 
their willingness to take such a course. A _ good-sized 
representation of the Mid-West Sanitary Club agreed to 
take advantage of such training if it is established in 
Chicago. Chas. E. Price, Domestic Engineering, spoke a 
few words on the value of associations. 

TO HOLD LADIES’ NIGHT AND JOINT MEETING 
APRIL 6TH 


Why use uncertain and costly water-proofing of cement, 


asphalt, tar, etc., when the CLIMAX Cellar Drainer is The annual Ladies’ Night and joint meeting of the 
so positive, dependable and inexpensive? The CLIMAX Massachusetts Sanitary Club and the Massachusetts State 
is usually installed in the end; why try something else Association of Master Plumbers will be held on Tuesday 


in the beginning? ieee 
& . evening, April 6th, at the Boston Chamber of Commerce 


building, Boston, Mass. 


NORFOLK ASSOCIATION TO PUBLISH ELABORATE 
PROGRAM 


The second annual banquet and jollification meeting of 
the Master Plumbers’ Association of Norfolk, Va., Inc., 
will be held in the ballroom of the Southland hotel in 
that city, on Tuesday evening, April 6th. As a means of 
continuing the educational work started two years ago, 





BALTIMORE. MD. 


ve Pe ik Pacific Coast Agents: 





" Wm. P. Horn Co. the association will publish an elaborate souvenir pro- 

bs rg eee no a ero cices a” gram, which will be mailed to every member of the 
n Trancisco, a ngeies al. 2 . . . 

Ss) . Virginia Association of Master Plumbers and to plumbing 


. S. i i ttle, Wash . . . 
L. C. Smith Building, Seattle, Wesh and heating contractors in several of the neighboring 


| States. 
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ORGANIZE ASSOCIATION IN SHENANDOAH VALLEY | 


The master plumbers of the Shenandoah Valley of Vir- | 
ginia, from Martinsburg, W. Va., to Roanoke, Va., recently | 
organized an association to be known as the Shenandoah | 
Valley Sanitary Plumbing & Heating Engineering Asso- | 
ciation. The new association held its first meeting with 
seventeen members in attendance. One of the chief aims 
of the new organization is to assist the State Board of 
Health to inaugurate a State plumbing code. L. H. Mor- 
gan, of Berryville, Va., is president of the association, and 
G. G. Harris, of Staunton, Va., is secretary and treasurer. 
Mr. Morgan will be glad to receive suggestions from other 
parts of the country that might be of help to the new 
association. 





TALKS TO MASSACHUSETTS CHAPTER, A.S.H.&V.E. 

Professor Edward F. Miller, of the Massachusetts Insti- 
tute of Technology, was the principal guest and speaker 
at the March meeting and dinner of the Massachusetts 
Chapter of the American Society of Heating & Ventilating 
Engineers, held at the Engineers’ club, Boston. Some 75 
members and guests were present. 

Edwin S. Dusossoit, president of the chapter, presided, 
and presented Davis S. Boyden, chairman of the papers 
and meetings committee, who in turn introduced Pro- 
fessor Miller. He gave an informal talk on his expe- 
riences as an engineer and also spoke of his work as an 
instructor. An entertainment consisting of vocal numbers 
was given by professional talent under the direction of 
Edward H. Whittemore. 





LOS ANGELES M. P. A. ELECTS OFFICERS 
The Merchant Plumbers’ Association, Inc., 1832 South 
Hope street, Los Angeles, Calif., recently held its an- 
nual ‘meeting. The following officers were elected 
for the ensuing year: President, W. D. Melville; vice- 


president, L. F. Stuffler; secretary, G. W. Neal, and 
treasurer, Thos. Hogan. 


Obituary 


Joseph A. Struck 
Joseph A. Struck, plumbing contractor in Kenosha, 
Wis., died recently at his home in that city. He was an 
esteemed member of the Wisconsin Master Plumbers’ 
Association. 


Miss Mary Bohen 
Miss Mary Bohen, a partner in the plumbing business of 
J. E. Gibson & Co., at Chicago Heights, Ill., died Friday 
evening, February 26th, at the Washington Boulevard 
Hospital in Chicago after a month’s illness of a complica- 
tion of diseases. Miss Bohen was born in Alabama, but 
came to Chicago 28 years ago. For the past 25 years she 
had been connected with the Gibson plumbing concern 
and had for years been a partner in the business. 
Joseph M. Howe 
Joseph M. Howe, one of the oldest merchant plumbers 
in Los Angeles, Calif., died at his home in that city on 
February 28th. Mr. Howe came to Los Angeles in 1877 
and established a merchant plumbing co-partnership with 
his brother under the name of Howe Brothers. The first 
Place of business was located on Sixth and Spring streets, 


where it remained for over thirty years. During the first 
decade of the present century the business was moved to 
its present home corner Twelfth and San Pedro streets. 
Mr. Howe practically retired from active participation in 
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o ™~, 
SAN-EQUIP 
Septic Tanks 


Ask your jobber 


CHEMICAL TOILET CORP. 
928 Free St., Syracuse, N.Y. 





~ 
Insure simple, safe sewage disposal for 
suburban homes, schools, camps. 
Designed to meet every requirement of 
the U. S. Public Health 


Service. 








The 
“Red Brass Fitting Line” 


Round or Flat Bead 


All Styles 


Make the Phoenix Brass Foundry Trademark 
your purchasing guide in Brass Fittings 


mr 


Phoenix Brass Foundry 


i; ry, Irvington N. J 
FITTINGS y 


FERQULESZ 
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EAGLE 
LEAD ROOF FLANGE 


HIS heaviest of all roof flanges on the market is 

made of pure drawn lead and combines many im 
portant advanitages. It is easily adjusted to all pitches 
of roof, and passes all city ordinances. Its boot is lead 
burned, not merely soldered, to the apron. 


The EAGLE-PICHER LEAD COM PANY 


Chicago - Joplin - Cincinnati 
Producers of lead and allied products 


Eleven Plants Branches in all principal 


crttes 

















the business about twelve years ago. 





Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 





ure gas and air stor 
and oi] storage—Oil 
top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct b ess. A.S.M.E.code tanks. 


TANKS FOR; High 
water systems—G 
ment 


y any proc 


e—Pneumatic 
urning equip- 
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The BURKS SUPER 
Turbine Pump 


For general home water supply. Simple to operate and 
so well built it will last a life time. Fully automatic 
and self-priming. It will actually pump air alone. 

No expense spared to 
make this pump the 
best on the market. 


Write for catalog 


and prices 


DECATUR PUMP CO. 
632 E. Cerre Gordo St. Decatur, lil. 


Sales connections in principal cilies 





LIV) 


“VULCAN” 


DROP-FORGED 


CHAIN PIPE VISE 


Made entirely of wrought steel. 
Unbreakable. Positive in grip. 
Rapid in action. Quick in ad- 
justment. Four sizes for 14 to 
8 inch pipe. Literature? 


siti J. H. WILLIAMS & CO. 
This Trade Mark “The Drop-Forging People” 
BUFFALO 








New York Chicago 











RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No ) Caing Necessary 


eon ordering state SIZE 

Whee ITC desired 

PRICES NO HIGHER than asked fer IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 

















W ADE Water Cooled 

Grease Trap 
has the great advantage of cold 
water at all times surrounding the 
entire body and center partition 
and walls of trap. The grease is 


congealed by water jacket and is 
easily cleaned out. 








Write for Catalog Showing 


Other Models 
WADE IRON SANITARY MFG. CO. 
551 West Fulton Street -i- -t- Chicago 
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This &? That, Here &° There 


Archie Ayers, of the Rautman Plumbing & Heating 
Co., 109 Jackson street, Seattle, Wash., who has been en- 
joying a six weeks’ pleasure trip through southern Cali- 
fornia, returned recently to Seattle. Mrs. Ayers accom- 
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| panied him on the trip. 


The Alex Kerr Co., Philadelphia, Miss., has been 
awarded the heating and plumbing contract on the high 
school building in that city. 

The school board of Payette, Idaho, recently announced 
plans for a new 7-room school building to have all the 
latest features in heating and ventilating. Wayland & 
Fennell are the architects in charge of plans. 

The L. D. S. church, Moscow, Idaho, is planning the 
erection of a building on the campus of the University of 
Idaho which will be used as a combination dormitory and 


| meeting place for students of the Mormon faith. 


The Independent Auto Truck Co., of Everett, Wash., 
will erect a $350,000 storage warehouse 100x100 ft., 
three stories high. Morrison & Stimson, Lumber Ex- 
change building, Seattle, Wash., made the plans. 

Idaho Falls, Idaho, is to have a $250,000 hotel building 
which is sponsored by the Hockenbury Hotel Co., of Penn- 
the western representative of the hotel firm 
D. Bar. The hotel will have at least 80 rooms. 

Ernst Kroner, architect, Portland, Ore., is preparing 
plans for a $150,000 apartment house to be built at 
Twenty-fourth and Quimby streets in that city. It will be 


three stories, 220x80 ft., and will contain 57 modern 
suites. 

Architects Stephen, Stephen & Brust, Thompson build- 
ing, Seattle, Wash., are preparing plans for the $80,000 
Roosevelt Junior High school for Port Angeles, Wash., 


sylvania, 
being L. 


| which will be two stories high, 160x665 ft. 














H. P. Reger, master plumber of Chicago, has just re- 
turned after a vacation of several months in California. 
He spent six weeks in Los Angeles, a week in San Fran- 
cisco, and returned to Chicago by way of Denver where 
he spent several days. 

Jake and Meyer Zuber of Brownsville, Texas, are con- 
templating the construction of a six-story hotel building, 
to cost $250,000. 

Withers & Merrell, architects, are drawing plans for a 
new hotel and pavilion at Mineral Wells, Tex., which is to 
have 125 rooms, and cost about $300,000. 


Endress & Cato, Bankers Mortgage building, Houston, 
Tex., are drawing plans for a high school at Conroe, Tex., 
to cost $80,000. 

Plans are being prepared by Harvey P. Smith, of San 
Antonio, Tex., for a $60,000 school building at Taft, Tex. 


The Lions Club of Houston, Tex., 
struction of an industrial building to cost $50,000. 
Dehnert, Kress building, is the architect. 

The second largest project for sewers and storm drains 
ever undertaken in Southern California was begun March 
1st. The project calls for 22 miles of sewers and storm 
drains, extending from Culver City on the east to Long 
Beach on the west. The improvement will involve the 
expenditure of $2,500,000 and is to be completed in 450 
working days. The contract was awarded to Peter R. 
Gadd, who came into national prominence, when with his 
own resources, he financed the construction of the Main 
street storm sewer in Los Angeles. This was said by en- 
gineers at the time to have been the largest work of the 
kind ever financed exclusively by the contractor. 


contemplates the con- 
7. ©. 
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W. E. Goodman, grand old man of the plumbing in- 
dustry in Milwaukee and well-known all over the coun- 
try, celebrated his eighty-seventh birthday on March 
15th. 


He is now at the Layton home at the Milwaukee | 


hospital, where he has been since he suffered a broken leg | 


in January, 1925. Mr. Goodman wishes to extend greet- 
ings to his friends throughout the country. He is espe- 
cially anxious for warm weather to arrive so that he can 
visit his friends around Milwaukee. Mr. Goodman was 
the first plumber to install a bathroom in Milwaukee, and 
he was for many years treasurer of the } 
tion of Master Plumbers. 


National Associa- 


William Meltzer, city plumbing inspector at 
Wis., has been elected chairman of the which was 
recently appointed by the mayor, to revise the plumbing 
code of that city. The board also elected Frank R. King, 
state plumbing inspector, to serve as secretary, during 
its session. Work of revising the code and bringing it 
up to date has started, and other cities have 
quested to furnish information on their codes. 


Madison, 
board, 


been re- 


A Terminal Sales building 
to cost $400,000, 12 
high, will be built in Port- 
land, Ore. A. E. Doyle, Port- 
land, is the architeet. 
Stephen A. Hull, general 
manager of the Terminal 
Sales building, of Seattle, 
Wash., has leased the build- 
ing. 

J. Y. Thornley, plumbing 
inspector, and H. W. Long- 
worth, both of Pawtucket, 
R. I., recently returned from 
a six weeks’ trip to the West 
Indies and the Canal Zone. 
Krieger Brothers, who con- Mr. .Thornley was stricken 
a i ae i ae with fever at Colon, Canal 

Zone, and spent 4 weeks in 


gentleman at the left is 
A. C. Krieger, president of a hospital in that city. 
brick and 


North Hudson M. P. A. _A 
terra cotta apartment will be 
built in Longview, Wash., by E. H. Stone. The structure 
will have 24 apartments, two to six rooms each. The gen- 
eral contract has been awarded to Pelton Construction 
Co., which will award the sub-contracts. 











three-story 


Percy Norman, Tacoma, Wash., has been awarded the 
$37,991 plumbing and sewer contracts on the $625,000 
Masonic Home to be built at Zenith, Wash. The heating 
and ventilating contract has been awarded to C. A. Rich- 
ardson, of Tacoma, on a bid of $30,785. 

Scherer & Carlson, 111 Pine street, Seattle, Wash., 
have been awarded the heating contract on the new four- 
story, 120x150 ft. office building of the Zellerbach Paper 
Co., in Seattle. Hugh Phelps, 623 Fourth avenue that 
city, has been awarded the plumbing contract. The struc- 
ture will cost approximately $250,000. 

The Wenatchee hotel, Wenatchee, Wash., is to be re- 
modeled by BE. L. Mann, owner, at a cost of $150,000. 
Sixty rooms will be added, of which forty-eight will have 
private baths. 

The Washington State College, at Pullman, Wash., will 
be improved by the construction of a new $150,000 dormi- 
tory for women. The structure will accommodate 135 
girls, and will be of brick and steel construction, 

An apartment structure to cost $190,000 will be built 
at North Fifty-third street and Phinney avenue, Seattle, 
Wash., by Bjornstand & Berg, of that city. The structure 


stories | 
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Service to 








“AMERICAN” 
Hinged Pipe Vise 


others is a 
good part of our business 


| Write for complete cata- 
logue of SERVIC ‘EABLE 
*«American’’ Tools 
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AME RI CAN 





AMERICAN PIPE 


TOOL CO 
¢ chicago, Ill. 





\e Harrison St. and Kolmar Ave. 
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The“ADVANCE IDEAL” 


Automatic 


CELLAR DRAINER 


SP ERE SR REESE EEE 


is what its name 
Simple in construction — 
pletely automatic; once 


stalled, it requires neither atten- 
Centrally 


service. 
locks’ eliminate 


tion nor 
located 


danger of binding. This trouble- 
proof Cellar Drainer is made in 
1 with 200-300 


2 sizes—No. 
gallons per hour capacity 


No. 2 with 400-600 gallons per 
Non-automatic 
models furnished if desired. 


hour capacity. 


Write for details of this 
other ZURN Products. 








ping on eachside, either 
with adjustable or plain 
slip flange. 











indicates. 


7 
WETTIG... 










com- 
in- 


the 





and 


and 


Patented 


*," 


J. A. ZURN MFG. CO. 


Manufacturers of a complete 
line of plumbing specialties 
in cast iron and brass 


ERIE, PENN. 


Warehouses: 


14th Place & Clinton St., Chicago, Ill. 
BRANCH OFFICES: 
New York, Philadelphia, 
° Pittsburgh, Los Angeles, 
Fig. D.-51 San Francisco, Seattle, 
Portland, Atlanta 
Cast Iron Closet Bend ’ One , 
with 144 or 2-inch tap- ayaa av Atta" DO 






























You get Real Action 
with a genuine 


t Barnes Pipe Cutter 


Their drop forged wheels 
of high grade tool steel 
furnished in either regu- 
| lar or knife blade shape, 
| eat through pipe in a 





hurry. Various sizes—to 
cut pipe from 1% inch to 
12 inches. Look for the 


name BARNES. 
THE BARNES TOOL CO. 


New Haven - - Connecticut 
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Nipples 














Specify 
“Pabst” 
Nipples 
next lime 
you order. 


the name 
“Pabst” on 
every gen- 
uine Pabst 
Nipple. 


The name “Pabst” on a nipple is an 
assurance of the best that can be 
made in nipples. You can be sure 
that they are cut from brand new 
pipe and made with clean sharp 
threads. 


PABST NIPPLES are good nipples. 


Order from your jobber 




















FRED PABST 


917 Chestnut Street 


COMPANY, Mfrs. 


Milwaukee, Wis. 
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will be three stories and basement, concrete and brick, 


85x195 ft., and will contain fifty-five two and three-room 
suites. 

The Arthur McKinley Plumbing & Heating Co., 1612 
Troost street, Kansas City, Mo., has been awarded a 


$55,055 heating contract on the Northeast Junior high 
building in that city. The MacMahon Co., of 
Kansas City, has been awarded the $32,600 plumbing 
contract on the building. 


The Valley Plumbing & Heating Co., Harrisonburg, Va., 
has been awarded the plumbing contract on the Harrison- 
burg Massamutten Golf club building. 


The Hoffman Plumbing & Heating Co., Wichita Falls, 


Tex., has been awarded the heating and plumbing con- 
tract on the $150,000 building for Lillis Morgan, in that 
city. 


R. J. Hunter, 619 Mesquite street, Corpus Christi, Tex., 
has been awarded the plumbing contract on the J. H. 
Riggan Medical building, in that city. 

The Barber Plumbing Co., 906 San Jacinto street, Hous- 
ton, Tex., has been awarded the plumbing and heating 
contracts on the Kirby office building in that city, on a 
bid of $600,000. 

McGuinn & Richie, of Knoxville, Tenn., have been 
awarded the plumbing contract on the $200,000 Central 
Methodist church in that city. 

E. L. Davis & Co., of Beaufort, N. C., have been awarded 
the heating and plumbing contracts on the $65,000 city 
hall in that city. 

The Masonic Building Association of New Bedford, 
Mass., has awarded the plumbing contract on its new 
building to Ernest Margeson, of that city, and the heating 
contract to F. E. Earl Co., of Fairhaven, Mass. 


Joseph Greenwood, of Tilton, N. H., has been awarded 
the heating and plumbing contract on the new Citizens 
National Bank and Iona Savings Bank of Tilton. 

E. T. Graham, architect, 171 Newbury street, Boston, 
Mass., is drawing plans for the convent and academy to be 
built by the sisters of Notre Dame, at Tyngsboro, Mass. 

Stubles Bros., Boston, Mass., have been awarded the 
heating contract, and Albert E. Roberts Co., 70 Washing- 
ton street, Boston, has been awarded the plumbing con- 
tract on the Braintree high school building, Braintree, 
Mass. 

The W. P. Kirk Co., 749 Main street, Bridgeport, Conn., 
has been awarded the heating and plumbing contracts on 
the parochial school to be constructed for the St. Stephen’s 
parish on Wordin avenue in that city. 


The town of Amesbury, Mass., has appropriated $150,- 
000 for additions to its present water supply and the con- 
struction of a pumping station. 

The town of Marblehead, Mass., has voted an immediate 
appropriation of $300,000 for a main sewer trunk line 
from Little Harbor to Flying Point, Mass. Dr. Franklin 
R. Ireson is chairman of the sewer commission and F. A 
Barbour, Boston, Mass., is engineering the project. 

Burack & Greenhouse, 446 Congress avenue, New 
Haven, Conn., has been awarded the plumbing and heat- 
ing contracts on the proposed Masonic temple on Whitney 
avenue, to cost $450,000. 

Fay, Spofford & Thorndike, of Boston, Mass., have beep 
commissioned by the city of Gloucester, Mass., to prepare 
plans and supervise the construction of a sewerage system 
for that city. The main intercepting sewer will range 
from 22 to 42 inches; there will be a pumping station, @ 
24-inch cast iron force main and a submerged cast iroB 





March 20, 1926 DOMESTIC ENGINEERING 105 


outfall sewer in Gloucester harbor to deep water. Ralph INSURANCE 
W. Horne, of the engineering concern, will be in active | 


charge of the engineering work in Gloucester during con- | AGAINST FLOODED BASEMENTS 










struction Ce ok en ee ee 
str ° } * 
The Howe-Bassett Co., 23 Stillson street, Rochester, eens ie Seeeet Cosine ental thee com 
N. Y., is planning the erection of a one-story, $25,000 | o see reliable i that automatically - 
Pre 7 “ eeps ou scwage, gas and germs. 
addition to its plumbing establishment. ® * 
| * Always works. 
Plans are being drawn by architects French & Hutchins, | @ ee } out * 
of order rass ® 
11 Beacon street, Boston, Mass., for a school to be erected | ~ working parts sub- 4 
in Watertown, Mass. | 4 a = 
P P The Si 4 s clean, & 
T. H. Meyer, of Louisville, Ky., has been awarded the - canitary, simple ou 
heating and plumbing contracts on the Aurora National | # able and efficient - 
bank building to be erected at Aurora, Ill. we Pat. Dec. 3, 1914 + 
: : ; * Crampton-Farley * 
Wenzel & Henoch Co., of Milwaukee, Wis., has been +4 Write for Brass Co. ~ 
awarded the heating contract on a building at Madison | # Details Kansas City, Mo. * 
and Hanover streets in that city, on a bid of $12,000. LP TTTT TTC Tr Tre LiLrerrerree erin. 


The firm is also installing the heating system in St. Alex- 
ander’s church at Eleventh avenue and Holt street, on a 
bid of $12,000. 

The Zentgraf Heating Co., of Milwaukee, Wis., has been 
awarded the heating contract on St. Elizabeth’s school, on | 
a bid of $28,400. 

Martin W. Utz, of Rochester, N. Y., recently completed 
extensive alterations to his plumbing shop at 1059 East 
Main street. The new make-up improves his showroom 
and shop and it is now one of the best in the city. Mr. 
Utz, besides being a leader in business affairs, is active in | 
association work, and is a past president of his local asso- | 
ciation and a zone delegate to the convention of the New | 


“‘KRIEBEL”’ 
VACUUM RADIATOR 
AIR VALVE 
Lets the air out 


FREELY 
Keeps it OUT 


It’s Good, Try It! 


H. K. KRIEBEL 
253 E. Upsal St. 
Philadelphia, Pa. 


Pat. Pend. 





York State Association of Master Plumbers. 





A state office building is to be built opposite the Mar- 
ble State House in Providence, R. I., on Capitol Hill, that 
will cost approximately $750,000. Jackson, Robertson & 
Adams, of 1216 Turks Head building, Providence, are the 
architects. 








Joseph Kushner, of 20 Hayden Street, Providence, R. I., 
has been awarded the plumbing contract on the new 
building for A. Furrola at 45 Sterling street in that city. 


Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead=Copper —Galvanized 


Iron 


A student’s building for the Women’s College of Brown 
University, Providence, R. I., will be built at a cost of 
$400,000. It will be two stories high with a basement. 
Andrews, Jones, Biscoe & Whittemore, of Boston, Mass., 
prepared the plans. 


During 1926 Decatur, Ga., will spend $10,000 on im- 


Every Flashing Adjustable 
provements to its city hall, $50,000 for water works ex- 


Every Flashing Perfect 


Manufactured only by 























Gas Lighter? 


Saves your customer time, energy 
and gas. Demonstrate it and it 


sells itself. The price is low; the 
profits are long. Start making 
——s Om...) these extra profits now. Write for 


prices and discounts—today! 














—— — 
Raising RED RING to 


boek on all piste ve Johnson-Murphy Co. 





me eS Se Wat eta nad 10226 Woodward Ave. aoa 
gu gPOBITIVE AC- DETROIT - - MICHIGAN — 


The booth of the EverHot Henter Sales Co. at the “Own Your - 
Home” Show, held recently in New York City ————<—*—ah[Z<—Z[_—[—<éi —————— > a 
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Hinge No. 100 — Close-Ruf 


GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 


Hinges for all types of toilet seats 








PRATT & CADY 
Standard 
Iron Body 


Gate Valves 





2 
ede 





Renewable 


and 


Reversible Wedges 


HEN a gate valve wedge wears on one side, 
as it usually does, the repair in Pratt & Cady 
gate valves is easy. Just lift the bonnet and re- 
verse the wedge. 
The combined Reading -Pratt & Cady lines sup- 
ply steel valves and fittings, iron and bronze 
valves for your requirements. 


READING STEEL CASTING CO., Inc. 
(Pratt & Cady Division) 
An Associate Company of the American Chain Co., Inc 
BRIDGEPORT, CONNECTICUT 
Offices and Warehouses in Principal Cities 


READING for steel 
~~) PRATTECADY 211 Sronze 


| specializing for quality valves AND ‘tings | 
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pansion and $60,000 for the extension of its sewage 
system. 
Simon Licker, 18 Atlantic avenue, Providence, k. I, 


has been awarded the plumbing contract on a new build- 


ing at 14 Waverly street in that city. 

W. C. Burns, of Atlanta, Ga., has been awarded the 
| plumbing contract on the $2,225,000 courthouse at Miami, 
| Fla., on a bid of $115,000. 

Cross & Cross, 211 Madison avenue, New York City, 

have been commissioned to prepare plans for a banking 








the 


|; marked 


building for the Union New Haven Trust Co., New Haven, 


Conn., to cost $2,000,000. 

Walter Mars, 245 High street, Milford, Conn., has been 
awarded the heating and plumbing contract on the addi- 
tion to the grade school at Devon, Conn. 

The Coggin avenue Baptist church, Brownwood, Tex., 


plans a new building of brick, stone and reinforced con- 
to cost $85,000. Ferrand & Fitch, of Dallas, 
architects. 

A $40,000 
Point, Wash., 
Struble, 
on the 


crete, are 
will be erected at Central 
according to plans prepared by Freeman & 
of Salem, Ore. The new building will be located 
as the one now in use and a central 
heating plant will be so arranged as to heat both build- 
ings. 

J. J. Callahan, Brockton, Mass., has been awarded the 

plumbing contract on the new building of the Whitman 
Bank, at Whitman, Mass. 
Paper mill companies of Oregon are contributing in a 
degree to the building industry. A $1,500,000 
plant has just been started at St. Helen’s, Ore., for the St. 
Helen’s Pulp & Paper Co., of which W. P. Hawley is presi- 
dent. A $900,000 addition has just been announced for 
the Oregon Pulp & Paper Co., at Salem, of which F. W. 
Leadbetter is president. The Spaulding Pulp & Paper Co. 
has recently been organized, with Charles K. Spaulding 
as president, with a capital of $1,200,000, and will build 
a lazge mill at Newberg, Ore., construction to start in 
about 90 days. The Crown-Willamette Co., just across 
the Columbia river in Washington, is now at work on a 
large addition to its plant at Camas. 


S wimming - “Pool News 


A large outdoor swimming pool is to be constructed 
at the North Texas State Teachers’ college, Denton, Tex., 
this spring. 


school building 


same grounds 


Co-Operative 


The recreation board of Fort Worth, Tex., has approved 
plans for a swimming pool in Sycamore Park, and also 
contemplates the construction of a pool on the North Side 


of the city at a total cost of $50,000. 


a) > | 


The city of Lawrence, Mass., expects to have the com- 
pleted plans for the proposed swimming pool at South 
ready for bids this month. James E. Allen. 
283 Essex street, is drawing the working plans. 


Lawrence, 

Rockaway, a beach resort on the Oregon coast, will 
have a $70,000 natatorium. It will be operated by Frank 
Finney of Duluth, Minn. The building will be 126x62 ft., 
and the swimming pool will be 80x50 ft., with a 12 ft 


depth. The building proper is to be not less than 25 ft. 
high. Construction will be started soon with a view to 
having the enterprise completed by the starting of the 
| beach season. The committee in charge of promoting the 
project consists of J. J. Krebs, L. L. Van Northwick, 
George C. Sutherland, B. E. Reynolds, W. J. Flynn and 


H. T. Botts. 








od 
so 


de 
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OU have undoubtedly heard one 
Y person speak of another as a 

“lotus-eater.’’ In ancient Greek legends, the Lotus- 
Eaters were a race of people who lived on the northern 
coast of Africa, and whose sole food was the fruit and 
blossoms of the lotus tree. This particular species of 
plant, no longer found growing in that country, possessed 
the magical property of causing anyone who ate of it to 
forget everything. It had somewhat the same effect as 
opium and morphine have on people today. 

In modern speech the name lotus-eater-is applied to the 
absent-minded, impractical people who aimlessly build air 
castles and dream of things that cannot possibly happen 
They are what we call day dreamers, and never get any- 
where or accomplish anything of importance. 

The modern business man cannot afford to be a lotus- 
eater. He must be on his toes all the time, or else his 
competitor will beat him to it. He can’t sit back and 
expect business to come to him of its own accord; it just 
won't doit. If he went around from house to house look- 
ing for business he wouldn’t be able to take care of it in 
the proper way after finding it, if a great part of his time 





Scott Bronze Gate Valves 


TIC ENGINEERING 107 


was being spent canvassing. As a result of the mam- 
moth steps taken by advertising during the last few years 
it is not necessary to do this. Very often advertising 
seems rather expensive to the average merchant, but the 
returns greatly offset the expenditure 

The least expensive form of advertising that we know of 
is Blackboard epigrams. All that is required is a black 
board and some chalk, and these two articles may be 
purchased for less than a dollar. Think of the opportuni- 
ties these epigrams have to offer. They will make the 
merchant who uses them one of the most talked of men in 
his community, and when he gets people to talking about 
him in a friendly way he has taken a big step towards a 
larger business. He will be the first man that they think 
of when in need of something in his line. Here are seven 
epigrams for next week. 
this column each week: 


You will find a fresh supply in 


It’s a short road that has no roadhouse 
” . * 
A bird in the hand is vulgar Use a knife and fork 
* * * 
A good penman may drive a pen, but pencils are better 
lead. 
* * . 
Whitewashing a man’s character doesn’t wash it white. 
* * * 
Butchers rarely find much tenderness in this cruel 
world. 
* * . 
Poverty may blunt our other senses, but it sharpens the 
taste. 
* * * 


Some men’s nautical experience is confined to hard 


ships. 


No. 3 


No. O —S.E. Solid Wedge—Non-rising Stem. ..125 lbs. 8.W.P. 
No. 1 —S.E. Split Wedge—Non-rising Stem....125 lbs. 8.W_P. * 
No. 2 —F-E. Split Wedge—Non-rising Stem... .125 Ibe. 8.W-P. here % a eott 
No. 8 -—S.F. Hose Gate—Non-rising Stem..... 125 Ibs. 8.W.P. 
No. 22 —S.E. Quick Opening Gate............. 125 Ibs. 5.W.P. 
No. 23 —F.€. Quick Opening Gate............. 125 lbs. 8.W.P. 
No. 170 ms bse Woqer—1ewcaans —_. ‘ a ee. ort Valve for ePWer 
No. —F.E. r em,..125 . ae 
No 17) Sie" Solid Wedee—Non-rising Stem. | .175 Ibe, 8.W-P- y 
No. 173 —F.E. Solid Wedge—Non-rising Stem. . .175 lbs. 8.W.P. 
No. 41 —S.E. Solid Wedge—Non-rising Stem. ...250 Ibs. S.W.P. e 
No. 42 —F.E. Solid Wedge—Non rising Stem. . .250 lbs. 8.W.P. ania taiie 4) oul ave 
No. 1-A—S.E. Solid Wedge—O.S.&Y........... 150 lbs. S.W.P. No. 1 Hines 
No. 172-A—S.E. Solid Wedge—O.S.&Y........... 175 Ibs. 8.W.P. Se 
No. 41-A—S.E. Solid Wedge—O.S.4Y........... 250 Ibs. 8.W_P. 
The Scott Line is practically complete. 
Scott Iron Body Gate Valves 
ae OPE fepinrer ate Dee Be BE ‘iseanmactelisibiinintnentntigay Taw 
0. — ee Tree . 8.W.P. 4 hry fh 
Ne SP EE tne Sree sold wedge We BW eldlae ee diaAienath andin succecding 
i . Inside Screw—Solid Wedge....... 8. 8.W.P. ) CE ig 
No. 431 —S.E. Inside Sorew—Split Wedge... 125 Ibe. 8.W-P. 7 i we eS prs i im Succeeding 
0,432 —F.E. Inside Screw BO. . eee. 25 Ibs. 8.W.P. iv C QP evern Ser . 
SE oltre Wee 125 Ibs. S.W.P. aavertisements ocoll F aives Jor every Service 
ue Pyke 
5 es Te 1a Weage....... e e e ‘ ‘ + . 
No. 633 FE. Inside Screw —Solid Wedge... --. 175 Ibs. S.W.P. Scott Gate Valves are full weight, rugged 
. .E. O.8.&Y.—Solid Wedge........... 8. S.W.P. e ° : : 
No. 840 FE. OS.4Y.—Solid Wedge. cee 175 Ibe. 8.W:. in construction and are made of the high- 
. 84 .E. le Ser ge.......250 Ibs. S.W.P. i ’ ab oe 
No. ea FR. Toad Serer Solid Weds. cing 250 Ibe. 8. WP. aig est grade bronze or iron. ‘They have an 
\ .E. 0.8.&Y.—Solid Wedge........... 50 los. 8.W.P. ¢ . 
No. 346 FE. OS4Y. ‘Solid Wedge... 12020. 250 Ibe. S.W:P. Scott 1. B. enviable record over a period of 40 years 
Ne ty EE Os:aY.—With By-baee. 2222222250 Ibs, SLW-P- re for dependable and efficient service. 


Scott Valve Manufacturing Company 


3962 McKinley Avenue 


Detroit, Michigan 


0 TT-% “VALVE 


““MAXIMUM SERVICE PER DOLLAR’”’ 
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CLIP-BAR 


Radiator Brackets 








strength, simplicity—ample adjust- 
ment, both horizontal and vertical. 
Designed to hang all styles, heights and 
makes of radiators. 


Your jobber has them. 








CLIP-BAR MFG. CO. 


Erie’ Ave. and Richmond St. Philadelphia, Pa. 


Quick Compression 


Lavatory Faucets 


Made from fine red metal 
finished in heavy nickel plate. 
Full unobstructed waterway, 
a Briggs standard threads. Raised 
“9 seat with encased washers. 
Specify ‘‘ACME”’ faucets to your 
jobber. 


ACME BRASS WORKS, Detroit, Mich. 


CHICAGO OFFICE 
400 N. Michigan Ave. 


N. Y. Office, 152 W. 42nd St. 


This Plate is a big favorite 
It goes on easily, looks well and it lasts indefinitely. 
Besides that, the price is low. 
Why shouldn’t it be a best seller ? 





The Beaton ¢-Corbin Mfg. Co. 
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Bath a ‘Day Movement 


In addressing the members of the ladies’ auxiliaries we do so in 


| the hope that they will recognize an opportunity to lend some 


159 


really constructive aid to the business 
of their husbands; and at the same 
time will give consideration to the 
Bath a Day Movement as something 
which would help them to knit their 
associations more closely. It takes a 
task like this—the pushing of a move- 
ment for the common good—to make the individual member 
realize that her association is really worth while, and that there 
is something which can be done of a practical nature 


tions. If you find a local or a state association 
which is losing ground, in which the members are 
taking little interest, you will find an association which is 


Tio same thing holds true of the men’s organiza- 


| doing nothing for the common good of its members. 


It is only when some task is undertaken, and the re- 


| sults are foreseen, that members begin to appreciate what 
| the association can mean to them. 
| possible for the individual member to accomplish a task 


It is frequently im- 


which the association can accomplish easily. Education 
is really the association’s task. It is usually a little too 
costly for the individual to undertake a thorough job, and 
yet the institution of a Bath a Day Campaign, and the 
introduction of ‘‘The Story of the Bath’’ into the schools 


| of a community in sufficient quantities to be of practical 


value, would cost so little that the association would have 
no difficulty whatever in financing the campaign. 
Association secretaries who are trying to find some- 
thing which will induce members to come more frequently 
to meetings, and to come in larger numbers, ought to 
take up the Bath a Day Movement. Induce each member 
to tie up his store with the movement—give a copy oft 
“The Story of the Bath’”’ to the local newspaper to run— 
put copies in the hands of the school authorities. This, 
with one or two association advertisements would be suffi- 
cient groundwork on which each member could base a 
little local campaign, using the inexpensive Bath a Day 
“‘Helps’’—such as stickers, window transfers, posters, etc. 
We suggest that secretaries write us and we will give 
them full particulars, with costs, etc. If your association 


‘is not as lively as it ought to be, here is your opportunity 


to put new life into it. 





The Tropik Building Co., of San Antonio, Tex., G. A. 
Wiegand, manager, plans the immediate construction of 
about 20 new homes in North Woodlawn Terrace addition. 

The plumbing and heating contracts on the new high 
school at Colorado, Tex., have been awarded to the Colo- 
rado Plumbing & Heating Co., of that city. 

Edwin F. Nield, architect, 1206 City National Bank 
building, Shreveport, La., is preparing plans for a neW 
courthouse for Shreveport, eight stories, to cost $1, 
000,000. 

The Jefferson Drug Co., of Beaumont, Tex., O. B. Saw- 
yer, president, plans the construction of a business build- 
ing, to cost $100,000. 

The Barber Plumbing Co., of Houston, Tex., has been 
awarded the plumbing and heating contracts on the neW 
$600,000 Kirby building, in that city. 

The Brown Company, of 1053-1055 Baltimore avenue, 
W., Detroit, Mich., is installing heating and plumbing 
systems in the new buildings for the Chrysler Motor Cor 
poration, on Oakland avenue, Detroit. 











BLAIRSVILLE 
PENNA 
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Insurance Against 
Hard Water Troubles 


Every dealer knows how water heaters of the usual type “ : 
clog with lime, rust and sediment causing endless trouble, ay e 
especially in hard water districts. Pew 

g HE AT ER 


The Bull's Eye insures you and your customers against 
these common troubles. Because of its improved design 
and construction, it will not corrode, lime or fill up. 


This heater is made of a special, non-corrosive Dunite 
metal, developed by this company after years of research. 
All water surfaces are heavily processed with a rust-proof 
zine coating. 





The Bull's Eye does not lime or fill up because of its large, 
unobstructed water passages, that permit the free flow 
of water. It has no hot spots in the heat chamber to cause 
a heavy accumulation of lime, but transmits heat evenly 
throughout the whole length of the heater. 


These advantages will help you to solve heater difficulties 
in hard water districts. The standardized Bull’s Eye in 
one size—one type—one finish is easy to sell in either 








hard or soft water territories. It meets all home require- 
ments. 


Our guarantee at the bottom of this page protects both 
you and your customers. Write for descriptive literature 
and prices. 





THE DUNHAM COMPANY 


Since 1846 


BEREA (Genes) OHIO 














Avoid This Trouble 


This photograph shows how heaters with small water passages clog 
with lime and sediment. Unsatisfactory and costly hot water serv- 
ice is the result. The Bull's Eye, with large, unobstructed water 
passages, won't lime or fillup. It is guaranteed for five years against 











defects caused by this condition. 
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WEEK 
to 
erything below was written and submitted by 


CONTRIBUTORS’ 


Pipe contributors 
the humor 


which 


This week we turn Lines over our 


E 
ous souls who, from time to time, send in 
give us a chuckle. We wish you the same 


the things 
e 
THE YOUNG PLUMBER FROM PILSEN 
There was a young plumber from Pilsen, 
Who was sent for a left-handed stillson, 
He was gone all the day, 
And I’m sorry to say, 
Got some “Scotch” and came back with 


the kilts on. 


: 
J 


1. D., Victoria, B. C 

NOTE: That last line came in pasted on the front of 
issue of “D. E.” dated October 16th, 1897. I. D. has apparently 
been a reader for a long time and we will give you next week 


inother solution from the same place. 


an 


OUR CORRESPONDENT CALLS THIS A “TRANSVERSE 
ENIGMA” 

Frankly this one stumped us. We had the best brains in 
the office at work on it, and every one of us was left at the 
post. Mind you, this is not a puzzle. It 
“Transverse Enigma” and that probably means something 
different. Anyway, the solution is different—you won't find 


it the usual thing in cross-word puzzles. Try your hand! 


cross-word is a 
































See if you can't outdo us, After we saw the solution we 
stood up and kicked ourselves a couple of times, it was so 
simple. 

t 2 3 4 

5 

6 

7 

Horizontal Vertical 

1. Neighborly gatherings. 1. Bubble. 
5. Interjections. 2. Part of boiler. 
6. Peepers. (Slang.) 3. Tumor. 
7. Pipe fittings. 4. To be excited. 


“SY” SEZ 
The college diploma simply indicates that the new office 
boy is four years older than the rest of them. 





OR IT’S A SILVER-TONGUED ORATOR 
Sam: Say, Rastus, why do you-all call that mule of yours 
Millionaire? 
Rastus: Why? Why ‘cause he’s a mule of a milliun bucks, 
L. DeW., Marion, Ohio. 





BOY WANTED 
New Office Boy (handing column of figures to employer): | 
I've added these ten times, sir. 
Employer: Good boy. 
New Office Boy (handing another slip): And here are the 
ten answers, sir. RUTH LEAVITT, Chicago. 





| 





CONTRIBUTORS! iz F-P. 





Thank you! 
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Oster Receders 
Now 40% Lower 


BETTER built, more carefully fin- 

ished, wonderfully attractive die 
stock in both plain and ratchet models 
at an unusually low price. 


Furthermore it’s a real easy cutter. The 

narrower dies, greater rake and sharper 

cutting angle cut sharp, accurate threads 

with half the pull of old fashioned die 
stocks. 


Capacity: 1 to 2-inch inclusive. Equipped 
with universal chuck or separate bushing 
as desired, and guaranteed to outlast two 
ordinary tools. 


See this improved tool for easier pipe 
threading at your supply house or write 
us direct for complete description and 


attractive terms. 


ISTER 


THE OSTER MANUFACTURING CO 
Manufacturers of the most complete line of pipe 
threading equipment in the world 
2077 E. 61st Place Cleveland, Ohio 

Please send me at once your No. 34-B catalog 
showing your new easy cutting die stocks 








Name 
Street 


City State 
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PATENTS 


Plumbing Department 


1,573,092 Valve Irving H 
assignor to Sloan Valve Company, Chicago, Ill, a cor 


Russell, Chicago, Ill 


poration of Illinois A valve device for controlling the 


flow of liquids comprising a casing, a main valve thereir 





zo 1,573,092. 


an auxiliary valve mounted on said main valve and a 


deposit preventing coating on said auxiliary valve for pre 
venting the deposit of hard material thereon. 
” * > 
1,573,820. Waste and Overflow Fixture for Bathtubs 
Samuel Gade, New York, N. Y 
fixture for bathtubs, a waste chamber having a water 
passage in communication with the bottom of a bathtub, 


In a waste and overflow 


an overflow housing, a clamping member at the inside of 
the tub, fixedly securing the said housing to an outer side 
wall of the said tub around an overflow opening, pipes 
leading from, respectively, the said waste chamber and 
the said overflow housing to an outlet pipe, a valve to 
close the water passage between the said tub and waste 
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chamber, and an overflow shield carrying mechanism for 
operating the said valve, detachably secured at the inside 
of the said wall of the tub and around the said overfiow 
opening directly to the overflow housing, independ« ntly 
of the said clamping member, 











1,573,934. 

1,573,934. Frostproof Closet Valve. Philip Haas, Day- 
ton, Ohio. In a frostproof flushing valve mechanism, the 
combination with a valve casing, comprising an upper cas- 
ing provided with a partition having a threaded aperture 
therein, a tank connection below said partition and a 
flushing passage above said partition, a removable sleeve 
threaded into said partition and provided with portions 
for closing the upper end of the casing, the lower end of 
said sleeve being provided with apertures above the parti- 
tion communicating with the flushing passage and having 





BALTIMORE VALVE CORP. 





From The Baltimore Quality Line 


MORE ROOM IN YOUR SINK 





SOAP DISH—Out of the way. 
SWING SPOUT—Raised. No more chipped or broken dishes. 


Write us for full particulars and many uses. 


BALTIMORE, MD. 
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a valve séat at its lower end below said partition, the lower 
portion of the valve casing being provided with a water 
inlet having a horizontal valve seat surrounding the same, 
a main passage in axial alignment with said seat, by-pass 


extending around said main passage, and a drain passage | 
connected with the main passage, of a valve stem extend- | 


ing vertically through said casing and sleeve, and pro- 
vided with a normally open valve below the valve seat 
thereof, said valve stem being provided with a plunger 
engaging the main passage adjacent to said drain passage, 
and provided below the same with a normally closed com- 
bined inlet and check valve engaging the valve seat of the 
water inlet and connected to the valve stem by means per- 
mitting said stem to move upwardly, 
thereof, being so constructed that the normal movement 
of the valve stem to close said first mentioned normally 
open valve upon the seat at the lower end of the sleeve, 


will not lift the inlet valve from its seat, and a spring | 


engaging said valve stem and pressing it normally down- 
wardly into contact with the combined inlet and check 


valve to hold the latter normally upon its seat, whereby | 


said sleeve may be removed and the valve stem may be 
bodily withdrawn from the valve casing, together with the 
valves connected therewith, including the combined inlet 
and check valve. 

a . * 

1,573,688. Valve. Albert Dumont, Maple City, Mich. 
The combination with a container having a discharge out- 
let, a normally for controlling the 
manually operated means to open the valve, a vertically 


closed valve 


2 


© * 





Lees 


0 


1,573,688. 


movable stem, a guide for the stem, a float carried by the 
stem and a link having one end pivotally connected to the 
valve and its opposite end slidingly connected with said 
stem to open the valve when liquid within the container 
reaches a predetermined level. 
* * o 

1,574,361. Soldering Iron. 
Calif. A soldering iron comprising a solid point, a solder 
reservoir tube secured in one end of said point, said point 
having an exterior solder discharge groove, a relatively 
small passageway extending substantially diagonally of 


Clarence N. Brown, Colton, 








J ¢ 


1,574,361. 


the point and from the reservoir to said groove, a manu- 
ally controlled valve for said passageway, said valve hav- 
ing an operating handle, said tube terminating short of 
the gripping end of said handle, a coupling forming a 
closure and engaging the feed end of said tube, and a 
stem carried by the coupling disposed opposite the grip- 
Ping end of the handle and adapted for engagement 
jointly therewith. 


outlet, | 


independently | 
































The Fit-All Pipe Hanger 
Solves the Problem 


For years plumbers and steam fitters have 
bothered over the pipe hanger question with 
its long unhandy rusty rods, stove bolts, etc. 
Now comes the Fit-All Pipe Hanger 
cold rolled galvanized strip steel — high 
factor of safety — rolled in a light easily 
carried reel, with cotter pins to fit no 
waste ends — all used to a profit. 
Fit-All is applied quicker, and lasts longer. 
Send for sample reel at $1.00, and 


name of nearest jobber. The result 
will surprise you. 


CONSOLIDATED STEEL STRAPPING CO. 


2608 N. Western Ave. Chicago, Ill., U. S. A. 
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we UT eS on * 
| Avoid Trouble | 
I Vol rouble | 
: Install a Seepage Shower Trap to 

which the lead pan is secured by a 
calked joint. 
| It Can’t Leak. 
BOOSEY’S 
SEEPAGE SHOWER TRAP 
Made By 
iz THE GREENWOOD MFG.CO. = 
| = DETROIT MICHIGAN = 
2 New 60 page catalog mailed on request 5 
= 
| No. 126-130 Hy 
& TU Ae ETE JHE THE . 





































DOMESTIC ENGINEERING 





Why use a gasket union 


when you can get KING Brass End Unions for prac- 
tically the same price? KING UNIONS have no 
loose parts, need no ring or gasket and make a tight 
connection which can never rust together. We rec- 
ommend them for all steam, water, gas or oil con- 
nections up to a 250-lb. working pressure. 


These Unions are carried by the leading jobbers. 
If your jobber cannot supply them, write direct. 


&, AING. 
UNIONS how = imal 


THE KING UNION COMPANY 


HILLS GROVE RHODE ISLAND 














is a very simple matter 
when ‘Pen ‘s “Table of 


Estimated Radiation” is 
used. 
This table, consisting of 


two charts, one for steam 
and one for hot water 
radiation, is and 
recommended by some of 
the best authorities in the 
trade 


The charts have been 
computed from standard 
recognized rules. They 
will enable you to know 


you are right. And they 
will save you time, waste and worry. 
Given the amount of oe surface, ex wall and 


cubical contents, the radiation requi 
room can be read easily and quickly. 

They are printed in two colors, on heavy celluloid, 
making four pages, size 444x6% inches, substantially 
bound together with cloth. 

Perrigo’s Table of Estimated Radiation will pay 
for itself if used only once or twice during the heating 
season. And it will outlive several such seasons. 


Price, $1.00 Postpaid 


for any size 


ESTIMATING 
RADIATION 


Domestic Engineering 


1900 Prairie Avenue 


Chicago, Ill. 
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1,574,389. Water-Purifying Apparatus. Harry Buxton 
Hartman, Scottdale, Pa. A water purifying apparatus 
including a mixing device having a casing consisting of 
cap and base, concentric shell members clamped between 
the cap and base, a central inlet pipe, means for causing 
liquid supplied from said central conduit pipe to flow into 
the passage formed by the outermost of said concentric 
shell members, and means for permitting the exit of the 
water from the passage formed between the innermost 
shell and the inlet pipe and thence through the said base 
member. 








ol 
| BOR Oe =) 
1,573,988. “© 


Storage Tank Emergen¢y Valve. Vincent M 
Henrietta and Bronson B. Telley, San Francisco, Calif. In 
combination, a storage tank, a pipe beginning interiorly 
and terminating exteriorly of the same, a valve on the pipe 
within the tank, a thermo-control exteriorly of the tank 
for closing the said valve, said pipe also having a manually 
operable valve exteriorly of the tank, and a relief tube 
connecting with the pipe in advance of the manually oper- 
valve and the top of the tank. 














3,938. 


able 


* * . 
1,574,366. Apparatus for Testing Water Mains. John 
A. Cole, Chicago, Ill. Means for testing a water main 


extending under a street, 
sidewalk manhole, a meter 
extending into the 


including a street manhole, a 
arranged in the street manhole, 
water main and actuated by the water 








through the main, 
ranged in the sidewalk manhole, and means operatively 
| connecting the meter to the indicating instrument, whereby 
the velocity of the water flowing through the main will be 


indicated by the instrument in the sidewalk manhole 
> * - 


an indicating instrument ar- 


1,574,368. Faucet. Joseph A. Costello, Cleveland, Ohio, 
assignor to The Cleveland Brass Manufacturing Company, 
Cleveland, Ohio. A faucet comprising a casing which has 
a fluid-receiving chamber having a fluid-outlet, a valve 
arranged to control communication through said outlet, 4 
shaft supported from the casing and having means for 
actuating the valve into an open position during the re- 


quired rotation of the shaft and also having an end por- 
| tion thereof externally of the casing, and a crank embrac- 
ing said portion of the shaft, the crank-embraced portion 
of the shaft having two substantially parallel externa! flat 
| surfaces formed at opposite ends respectively ot! and 
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extending endwise of the shaft and two substantially cor- 











responding external surfaces which extend transversely of a UR E 
the shaft from one to the other and endwise of said flat 

surfaces and curve outwardly longitudinally and trans- The No. 144 Will do the Work. 
versely of the shaft, the shaft-embracing portion of the — Warrant It! We believe 
crank being internally contoured as required to permit the No. 144 to be better made, 
: more durable, and more efficient 
tilting of the crank toward and from the casing and to regardless of price. If you want 
conform to said flat surfaces, and the crank and the casing a! GOOD TORCH at a LOW 
having means whereby the crank, when it has been tilted wast ie Weare meet i 
(N c 8 orches, 
to the required extent toward the casing after the afore- Alc buy the No. 208 Double Needle 
said rotation of the shaft, is held against movement that Ot ABNF ‘ or No. 32 Single Needle. First 

would permit closing of the valve. “? cost is only a little more. 

. Jobbers supply at 

/o F PT Factory Price 
‘ - 
~ “ o No. 144 Torch Clayton & Lambert Mfg. Co. 
| é ge Ask for latest price 6246 Beaubien St. _ Detroit, Mich. 
#0, 7 : oceres Sete al ———  e 

















ONE GOOD INSTALLATION SELLS ANOTHER 


1,574,480. Capitol 


1,574,480. Combination Drain Vent and Water Box. 


John T. Harnett, Philadelphia, Pa. A box of the class Boilers 


9777) ; 
1,574,368, 

















described comprising, in combination, a box having an ir- pone 

regular seat at its upper end, a vent leg and a water leg UN ITED STATES 

depending from the bottom of said box body, suitably 

spaced apart and communicating with the interior of said RAD IATORS 

box body, the water leg having a seat at its upper end, a UNITED STATES RADIATOR CORPORATION 
top of irregular formation to fit the seat in the upper DETROIT, MICHIGAN 

end of the box body, said top being perforated only at Warehouse Stocks and Service in All Principal Cities 























that end overlying the water leg for the admission of air 
to the vent leg through the box body, a cover to engage 
the other seat to close the water leg, and means to sus- 
pend said cover from the perforated end of the top. 











This is the Fire Pot that 
Produces Results 


Heating Department WHY? 


melt a ¢-ineb on ot aan — 
S Bin beat an it 
TWO MINUTES. 
will generate and operate oat- 
ANY KIND OF WEATHER. 

irons as fast as they are 


3 


1,572,598. Oil Burner. Frank S. Egloff, Riverside, IIl. 
An apparatus of the kind described in which is comprised 
a chambered burner head having smooth outer conical 
walls in association with inner cylindrical walls between 
which is an annular space adjacent their upper edges, 


seit 
a H, 


smokeless and odoriess while in 


i 


1t can be tarned down low when not in 
means for delivering a quantity of oil through the chamber ee 
of the burner head and down upon the smooth outer coni- - Se oe ae ae ee 


Order yours now. $10.00 f.e. b. 
factory. Two per cent discount when cash 
accompanies the order. 


ble Blast DOUBLE BLAST MFG. CO., Inc. 
Plumbers = Commonwealth Ase. _ North Chicage, Ill. 





Domestic — Industrial 
and Swimming Pool 





cal walls thereof, means adjacent the base of the conical o 

walls for retarding the downward flow of oil thereupon, t It 

also other means for collecting oil which drains past said rs | \ Fy | ers 

retarding means, and means for directing air against the re 5 eer i 

conical walls of the burner head whereby to support com- A standard Size lor e\ ery uSE. 

bustion upon the outer side thereof, substantially as de- Built complete in Our Own Plant. 

scribed. 
ss ” 7 Get Our Quotation on Your Jobs 


1,572,986. Pipe Tongs. Harry C. Brewster, Shreve- 
port, La. A wrench of the character described comprising ? 
upper and lower wrenches, each of which is provided with GRAVER Corporation 
semi-circular jaws having their rear ends formed with 110 Todd Ave. East Chicago, Ind. 
shanks provided with diagonal slots, handles having ears 
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| provided with pivot pins received in said slots, one of the 
' wrenches being provided with semi-circular flanges having 


| grooves, and the other wrench being provided with semj- 


| 








You Need These 


Phillips Self- Drilling Expansion Shells for Pipe Hangers, Bolts, etc. 

They provide “A New Sharp Drill for Every Hole” and they won't 
= out, either. Write for full details. Also regarding Phillips 
dandle Hoiders and Spring Hammers. 


PHILLIPS DRILL COMPANY — GiickGociciinors 


| 














| circular flanges received in said grooves whereby to con- 
| nect the wrenches for rotation with relation to each other 





bs Controls Hot Water Heater 


| 

from Bathroom Kitchen or BOTH! 1,573,488. Safety Appliance for Steam Boilers. Wil- 
’ : | 
| 


liam C. Hackman, Milwaukee, Wis., assignor to B. Hoff- 
man Manufacturing Co., Milwaukee, Wis. A fusible plug 
| appliance for steam boilers comprising a casing having an 
inlet, and a pair of elongated compartments having dis- 





SIMPLEX 


168) Remote Control 
77° \" ft | “Shuts off automatically, should you forget’’ 
} 
i” 
“a 


These features, with the automatic 
pilot protection of the Simplex, its 
direct temperature control of water, 
7 its neatness, all cables being con 

’ cealed, sureness of action, and low price, 

7 y enable you to sell hundreds of them. 

} | One-station Simplex can be installed 
y |] oT | for $16 


Two-stations, $20, with liberal profit. 


SIMPLEX HE ATER Cc ON ROL co. 
| 46 W. Fourth St. . Paul, Minn. 

















ACME 
ROOF FLANGES 


Self adjusting 
and swivel types 


1,573.488. 


tinct and separate walls, each of said compartments hav- 
ing an outwardly opening aperture communicating 
| therewith, a fusible plug mounted in each of said aper- 
tures, and means for alternately connecting said com- 
Copper and Galvanized Iron partments with said inlet. 


1,574,560. Oil Burner. Thomas A. Crawford, Sacra- 
mento, Calif. In a burner of the type described, a burner 
pan comprising a disk-like body portion having a radially 


Discriminating buyers 
are more and more turn- 
ing to the Acme. 


Ask Your Jobber for “‘Acme”’ 


ACME MFG. CO. 


BANGOR a - MAINE 


PHILADELPHIA 


CHESTNUT and 39th STREET ~ 


Hotel Lennsyivania 











jy 
3 






































F ct Fireproof 

~ re Unrestricted Parking : 
. 600 Rooms ween 
y ~ [ate 500 Baths 


"Reems from $2.50 per day. Rooms 
arse ‘ with private bath and show- 
Bie er from $3.50 per day sloping top surface, a circular series of spaced lugs pro- 
i va Food and Service the best. | jecting perpendicularly from the top face of the body por- 
Near West Philadel- | tion, and a perpendicular flange formed on the peripheral 
phe Distion, Tene, edge of the pan, and a wick carried by the pan between 


| 
sylvania Railroad ; € 
| the flange and the circular series of lugs. 


Rooms with running water | 
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Classified Advertisements 


8 cents for each word including heading and address. 
One inch $4.00. Cash must accompany order. 


insertion. 


Count seven words for keyed address. 
Copy should reach us eight days in advance. 


Minimum $2.00 for each 





Situations Open 
SALESMEN SELLING DIRECT TO 
plumbing trade are offered a na- 
tionally advertised product as an addi- 
tional line; big commissions. Long 
Isiand and Hudson Valley territory 
open. Must live in territory and 
possess car. Address Key 568, “Domes- 
tic Engineering,” 1900 Prairie Ave., 
Chicago. 


WANTED — ESTIMATOR WANTED 
for plumbing and heating establish- 
ment familiar with large operations, 
one who can lay out and supervise 
jobs. State experience, age, reference, 
and salary expected. Address Key 5651, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 
Ww ANT E D- — MANUFACTURERS’ 
agent in St. Louis, Chicago, San 
Francisco, Los Angeles, Portland or 
Seattle, St. Paul or Minneapolis, Cleve- 
land, Philadelphia, Buffalo, Atlanta, 
New York City, to represent a manu- 
facturer of indirect and other kinds of 
water heaters on commission basis 
Product sold to jobbers only. Give full 
particulars as to experience and recom- 
mendations in replying. Address Key 
545, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


WANT REPRESENTATIVES, SALES- 
men, calling on plumbers, jobber. 
Exclusive territory. Requires $375 cap- 
ital. Protector Co., 387 Main street, 
Springfield, Mass. 
SALESMEN — TO SELL DIRECT A 
complete line of high-grade plumb- 
ers’ and water works’ brass goods; 
must be acquainted with the trade. 
Give age, experience and references. 
Address The Ajax Brass Company, 
Cleveland, Ohlo. 


HELP WANTED — RELIABLE AND 
long established company has open- 
ings for boiler and furnace salesmen 
acquainted with architects and heating 
contractors in Greater New York. If 
you qualify, write Key 563, “Domestic 
Engineering,” 110 E. 42nd street, New 
York City. 
DISTRIBUTOR WANTED—-WE HAVE 
a real opportunity in our organiza- 
tion for agencies or distributors of 
initiative, creative intelligence and 
sound selling judgment, with demon- 
strated ability to develop completely 
rounded campaigns in your own local 
territory with a complete line of Resi- 
dence Pumps and Water Systems. All 
communications in strict confidence. 
Address Key 563, “Domestic Engineer- 
ing,’ 1900 Prairie Ave., Chicago. 


A MANUFACTURER OF EXCEPTION- 

ally high-grade Stillson wrenches de- 
sires a commission representative in 
the Chicago territory, who is devoting 
time principally to plumbing and heat- 
ing supply jobbers and has thorough 
acquaintance and good standing with 





that trade. Address Key 555, “Domes- 
tic Engineering,” 1900 Prairie Ave., 
Chicago. 











WANTED—SALESMAN; MUST BE EX- 

perienced in selling plumbing and 
heating trades. Large manufacturer 
of well advertised line requires man 
to work New York and other eastern 


cities. Prefer man with car. Give full 
details in first letter to secure inter- 
view. Replies held strictly confiden- 
tial. Address Key 568, “Domestic 


Engineering,” 1900 Prairie Ave., Chi- 
cago. 
Situations Wanted 


POSITION WANTED 
Salesman thoroughly familiar with 
plumbing, heating and mill supplies; 
can do engineering. Old enough to 
have had waluable experience both on 
road and in office, young enough to 
have plenty of energy and ambition. 
Capable of taking charge of depart- 
ment. Salary not so important as 
steady position with future with good 
reliable house. Will go anywhere. Ad- 
dress Box 122, U. P. Station, Des 
Moines, lowa. 


WA NTS STEADY POSI- 


PLU MBE R 

tion. Age 36 years, with 18 years’ 
experience. Good lead worker. Ad- 
dress Key 567, “Domestic Engineering,” 


1900 Prairie Ave., Chicago. 


WANTED—POSITION AS ESTIMATOR 

for plumbing firm by man 40 years 
old, capable of laying out and super- 
vising jobs. Employed at present but 
would make a change. Address Key 
566, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


Lines Wanted 


MANUFACTURERS’ REPRE- 

sentative with offices in Chicago is in 
position to take on one line of plumb- 
ing material. Can devote the entire 
time of one man to the line. While 
we do missionary work among contrac- 
tors to help our business with jobbers 
we will not consider a line that is not 
reasonably well advertised. Address 
Key 560, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


Miscellaneous 


CONTRACT SHEBTS, BSTIMATE 
Blanks Job Tickets, Iliustrated Let- 
ter Heads, e en 9 Cee Large = 
omnes oe Eee ith ‘de nob 
ampies W e os free. 
Fink & Seng Co Sof Bi Bide. 
Springs, N Be ey, 


E BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More 
besides paying the freight 
ASK US! 


CONSOLIDATED PIPE & STEEL CO. 


2712-24 8. 2nd St.— Plant No. 1— Se. Louis, Mo, 











WIPING 
CLOTHS 


Formed— Flexible— Finished 


Made in five sises for all standard joints. From 
Bert mall or vem C-0.D. A post card for ful 
Bext mail or ent C. 0. post card for ful 
perticulars. 16th, 1924 


GEO. E. WILLIAMS 


le Manufactu 
3 E. 26th st. “MINNEAPOLIS, MINN 


Ticking and Moleskin 





Learn Heating and 
Plumbing Designing 


Utilize the long winter evenings in taking an 
Official Course of Instruction in lines that will 
increase your income next Spring, Summer and 
Fall, 

Scientific Designing in both Heating and 
Plumbing is the Engineering end of the in- 


dustry. The installation is relatively easy in 
comparison, When you ‘‘once’’ have entered 
our Instructions—you will like it. Write today 
—NOW. 


We Teach You In Your Own 

Home, Personal, Clear, Direct 

Our School Directory sent Free to interested 
parties. Indicate your Course when writing. 
HEATING VENTILATING ENGINEERING 
SPECIAL STEAM & WATER HEATING 
PLUMBING DESIGN & INSTALLATION 
WARM AIR HEATING 


CONTRACTING & ESTIMATING 
MECHANICAL DRAFTING 


Start with the 1926 School Season 


ST. LOUIS TECHNICAL INSTITUTE 
4541 Clayton Avenue - St. Louis, Missouri 


Books for Your Trade Library 


Size of Flow and Return Steam 
Mains. Second Edition.......... 
Merchandising the Plumbing Busi- 


ness. By Karl W. Zoeller...... 1.50 
Standard Practical Lienert av 
R. M. Starbuck.......sec« owe 3.60 


Notes on Heating and Ventilation. 
By Prof. John R. A 
Bookkeeping and C — Finding for 
the Plumber. By Wesley A. 
PEEL Kxncdtbecensceeuceaeuasetsua 1.00 


The Sanitary Sewerage of Bulld- 
ings. By Thomas 8S. Ainge 


Beoks Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








WALWORT 


23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 


EASTERN DIVISION, Boston 
Plants at Boston, Greensburg, Pa., Kewanee, Ill., and Attalla Ala. 


WALWORTH COMPANY, BOSTON, MaAss. 
BAYONNE BUFFALO CHICAGO CINCINNATI PHILADELPHIA PITTSBURGH PORTLAND  SEATTLB 
CLEVELAND ERIE KEWANEE, ILL. NEW YORK SAN FRANCISCO YOUNGSTOWN GLASGOW LONDON 


WESTERN DIVISION, Kewanee 
Walworth International Co., New York, Foreign Representative 


Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 
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PILOT FLUSH VALVES 


Pilot Flush 
Vaive No. 22 


“Heavy weather” 


A flush valve that cannot immediately and easily be ad- 
justed to suit the requirements of the bow! is like a ship 
without a pilot. It takes a real Pilot on land or on the sea 


to keep things going even in fair weather. 


About twenty-five percent of New York City’s flush valves 
are Pilots. It is no trick for a Pilot Flush Valve to give ten 
years’ service without attention or maintenance cost. 

Pilots have the only practicable self-cleansing and equaliz- 
ing by-pass. Because of the fact that water does not merely 
flow over the by-pass, but is forced through it, no normal 
amount of dirt in the water can clog it. The diaphragm is of 
special leather that lasts and lasts. Pilots are adjustable to 
the exact amount of water needed for thorough flushing. All 
repairs, if necessary, can be made without taking the valve 
from the line. 


Pilot Flush Valves are made by a company that has been 
serving the plumbing industry well and faithfully since the 
Civil War. We have earned an enviable reputation in that 
period and one that we shall maintain. 


HEDGES AND BROTHER 


105 SOUTH STREET, NEWARK, N. J. 


Mention Domestic ENGINEERING when writing advertisers. 








